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Rules and Regulations 


Title 7—AGRICULTURE 

Chapter III—Agricultural Research 
Service, Department of Agriculture 

PART 319—FOREIGN QUARANTINE 
NOTICES 

Subpart—Fruits and Vegetables 

Oranges, Grapefruit, and Tangerines 
From Mexico and Certain Central 
American Countries 

Pursuant to the authority conferred 
by § 319.56-2 of the regulations (7 CFR 
319.56-2) supplemental to the Fruit and 
Vegetable Quarantine (Notice of Quaran¬ 
tine No. 56, 7 CFR 319.56), under sections 
5 and 9 of the Plant Quarantine Act of 
1912 (7 U.S.C. 159, 162), § 319.56-2e(b) 

(2) and (4) of administrative instruc¬ 
tions prescribing an alternate procedure 
for entry under permit of oranges, grape¬ 
fruit. and tangerines produced in Mexico 
if satisfactorily treated in Mexico and 
other wise handled and certified as pro¬ 
vided in paragraph (b) of this section 
are hereby revised to read as follows: 

§ 319.56-2e Administrative instructions 
prescribing method of fumigation of 
oranges, grapefruit, and tangerines 
from Mexico and certain Central 
American countries. 

* • * * • 

(b) • • * 

(2) Supervision of fumigation. Inspec¬ 
tors of the Plant Quarantine Division 
will supervise the fumigation of oranges, 
grapefruit, and tangerines in Mexico and 
will prescribe such safeguards as may 
be necessary for the handling, packing, 
and transportation of the fruit from the 
time it leaves the treating plant until it 
•reaches the U.S. port Of entry, and such 
safeguards shall include freedom from 
leaves and other debris. The foregoing 
supervision of fumigation and safeguard¬ 
ing may also be performed in Mexico by 
Inspectors of the Plant Pest Control Di¬ 
vision on behalf of the Plant Quarantine 
Division. The final release of the fruit 
for entry into the United States will be 
conditioned upon compliance with the 
prescribed safeguards. 

• • • • • 

(4) Approval of fumigation plants. 
Approval of fumigation plants in Mexico 
will be contingent upon compliance with 
the provisions in paragraph (a) (2) and 

(3) of this section and upon the avail¬ 
ability of qualified personnel for assign¬ 
ment to supervise the treatment and 
posttreatment handling of oranges, 
grapefruit, and tangerines. The pre¬ 
scribed approval of fumigation plants 
in Mexico may be performed by the 
Plant Pest Control Division on behalf of 
the Plant Quarantine Division. Those in 
Interest must make advance arrange¬ 
ments for approval of the fumigation 


plant and for supervision, and furnish 
the Director of the appropriate Division 1 
with acceptable assurances that they will 
provide, to the U.S. Department of Agri¬ 
culture, funds to cover all salaries, trans¬ 
portation, per diem, and other adminis¬ 
trative and incidental expenses for the 
supervising inspectors, including funds 
to compensate inspectors for requested 
inspectional services in excess of 40 
hours weekly, according to the rates es¬ 
tablished for the payment of inspectors 
of the Plant Quarantine and Plant Pest 
Control Divisions, respectively. 

• • • * • 

(Secs. 5, 9. 37 Stat. 316. 318; 7 U.S.C. 159. 
162; 29 FJEt. 16210. as amended; 7 CFR 
319.56-2) 

These administrative instructions shall 
become effective upon publication in the 
Federal Register. 

This amendment makes provision for 
the supervision of fumigation of oranges, 
grapefruit, and tangerines in Mexico 
and approval of the fumigation plants 
by the Plant Pest Control Division 
on behalf of the Plant Quarantine 
Division when it is mutually advan¬ 
tageous for the Plant Pest Control 
Division to perform such functions. 
The responsibility for prescribing the 
conditions of entry, including fumiga¬ 
tion chamber design, approved dos¬ 
ages, safeguard measures, extent of 
supervision, location of chamber, and 
certification of treatments; for establish¬ 
ing criteria for approval of the fumiga¬ 
tion plants, including the design, con¬ 
struction, equipment, and maintenance; 
and for all other aspects of the procedure 
remains with the Plant Quarantine Divi¬ 
sion which shall exercise general sur¬ 
veillance of the operation as required. 

Insofar as this amendment will be of 
benefit to importers, it should be made 
effective promptly. Therefore, pursuant 
to the administrative procedure provi¬ 
sions of 5 U.S.C. 553, it is found upon 
good cause that notice and other public 
procedure with respect to this amend¬ 
ment is impracticable and contrary to 
the public interest, and good cause is 
found for making the amendment effec¬ 
tive less than 30 days after publication 
in the Federal Register. 

Done at Hyattsville, Md., this 19th day 
of April 1968. 

[seal] F. A. Johnston, 

Director , 

Plant Quarantine Division. 

[FR. Doc. 68-4897; Filed, Apr. 23, 1968; 

8:49 a.m.] 


1 Preliminary inquiries should be directed 
to the Regional Supervisor, Plant Pest Con¬ 
trol Division, Apartado Postal No. 815, Mon¬ 
terrey, Nuevo Leon, Mexico. 


PART 319—FOREIGN QUARANTINE 
NOTICES 

Subpart—Fruits and Vegetables 

Fumigation of Mangoes and Plums from 
Mexico and Plums from Guatemala 

Pursuant to the authority conferred 
by § 319.56-2 of the regulations (7 CFR 
319.56-2) supplemental to the Fruit and 
Vegetable Quarantine (Notice of Quar¬ 
antine No. 56, 7 CFR 319.56), under sec¬ 
tions 5 and 9 of the Plant Quarantine 
Act of 1912 (7 U.S.C. 159, 162), § 319.56- 
2j(b) (2) (i) and (4) of administrative 
instructions prescribing an alternate 
procedure for entry under permit of man¬ 
goes and plums produced in Mexico, 
if satisfactorily treated in Mexico and 
otherwise handled and certified as pro¬ 
vided in paragraph (b) of this section 
are hereby revised to read as follows; 

§ 319.56-2 j Administrative instructions 
prescribing method of fumigation of 
mangoes and plums from Mexico 
and plums from Guatemala. 


(b) * • * 

(2) Supervision of fumigation, (i) In¬ 
spectors of the Plant Quarantine Divi¬ 
sion will supervise the fumigation of 
mangoes and plums in Mexico and will 
prescribe such safeguards as may be 
necessary for the handling, packing, and 
transportation of the fruit from the time 
it leaves the treating plant until it 
reaches the U.S. port of entry. The fore¬ 
going supervision of fumigation and safe¬ 
guarding may also be performed in Mex¬ 
ico by Inspectors of the Plant Pest Con¬ 
trol Division on behalf of the Plant 
Quarantine Division. The final release of 
the fruit for entry into the United States 
will be conditioned upon compliance 
with the prescribed safeguards. 

• • • * • 

(4) Approval of fumigation plants. Ap¬ 
proval of fumigation plants in Mexico 
will be contingent upon compliance with 
the provisions of paragraph (a) (2) (i) of 
this section and upon the availability 
of qualified personnel for assignment to 
supervise the treatment and posttreat¬ 
ment handling of mangoes and plums. 
The prescribed approval of fumigation 
plants in Mexico may be performed by 
the Plant Pest Control Division on behalf 
of the Plant Quarantine Division. Those 
in interest must make advance arrange¬ 
ments for approval of the fumigation 
plant and for supervision, and furnish 
the Director of the appropriate Division 1 


1 Preliminary inquiries should be directed 
to the Regional Supervisor, Plant Pest Con¬ 
trol Division, Apartado Postal No. 815, Mon¬ 
terrey, Nuevo Leon, Mexico. 
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with acceptable assurances that they will 
provide, to the U.S. Department of Agri¬ 
culture, funds to cover all salaries, trans¬ 
portation, per diem, and other adminis¬ 
trative and incidental expenses for the 
supervising inspectors, including funds 
to compensate inspectors for requested 
inspectional services in excess of 40 hours 
weekly, according to the rates estab¬ 
lished for the payment of inspectors of 
the Plant Quarantine and Plant Pest 
Control Divisions, respectively. 

* • * • • 
(Secs. 5. 9. 37 Stat. 316, 318; 7 U.S.C. 159, 162; 
29 F.R. 16210, as amended; 7 CFR 319.56-2) 

These administrative instructions shall 
become effective upon publication in the 
Federal Register. 

This amendment makes provision for 
the supervision of fumigation of man¬ 
goes and plums from Mexico and ap¬ 
proval of the fumigation plants by the 
Plant Pest Control Division on behalf of 
the Plant Quarantine Division when it is 
mutually advantageous for the Plant 
Pest Control Division to perform such 
functions. The responsibility for pre¬ 
scribing the conditions of entry, includ¬ 
ing fumigation chamber design, ap¬ 
proved dosages, safeguard measures, ex¬ 
tent of supervision, location of chamber, 
and certification of treatments; for es¬ 
tablishing criteria for approval of the 
fumigation plants, including the design, 
construction, equipment, and mainte¬ 
nance; and for all other aspects of the 
procedure remains with the Plant Quar¬ 
antine Division which shall exercise gen¬ 
eral surveillance of the operation as re¬ 
quired. 

Insofar as this amendment will be of 
benefit to importers, it should be made 
effective promptly. Therefore, pursuant 
to the administrative procedure provi¬ 
sions of 5 U.S.C. 553, it is found upon 
good cause that notice and other public 
procedure with respect to this amend¬ 
ment is impracticable and contrary to 
the public interest, and good cause is 
found for making the amendment effec¬ 
tive less than 30 days after publication 
in the Federal Register. 

Done at Hyattsville, Md., this 19th day 
of April 1968. 

[seal! F. A. Johnston, 

Director, 

Plant Quarantine Division. 

fPJt. Doc. 68-4896; Filed, Apr. 23, 1968; 

8:49 a.m.1 


PART 319—FOREIGN QUARANTINE 
NOTICES 

Subpart—Fruits and Vegetables 

Administrative Instructions Prescrib¬ 
ing Method of Treatment of Oranges, 
Grapefruit, Citrons (Citrus Medica), 
and Tangerines for Mediterranean 
Fruit Fly 

On January 4, 1968, there was pub¬ 
lished in the Federal Register (33 F.R. 
77) a notice of proposed rule making 
concerning an amendment of adminis¬ 
trative instructions designated as 7 CFR 
319.56-2p regarding the treatment of 


RULES AND REGULATIONS 

citrons. After due consideration of all 
matters presented, and pursuant to the 
authority conferred by § 319.56-2 of the 
regulations supplemental to the Fruit 
and Vegetable Quarantine (Notice of 
Quarantine No. 56, 7 CFR 319.56), under 
sections 5 and 9 of the Plant Quarantine 
Act of 1912 (7 U.S.C. 159, 162), the ad¬ 
ministrative instructions are hereby 
amended to read as follows: 

§ 319.56-2p Administrative instructions 
prescribing method of fumigation of 
oranges, grapefruit, citrons (Citrus 
ntedica), and tangerines for the 
Mediterranean fruit fly. 

Fumigation with ethylene dibromide 
upon arrival, in accordance with the 
procedures described in this section, is 
hereby authorized as an alternate con¬ 
dition-of-ent it treatment for oranges, 
grapefruit, citrons (Citrus medica), and 
tangerines offered for entry under permit 
under § 319.56-2 from countries where 
the Mediterranean fruit fly is known to 
occur. This treatment is specific for the 
Mediterranean fruit fly and will not 
qualify for entry shipments of fruit from 
countries where other dangerous citrus 
pests occur for which the treatment is 
not effective. 

(a) Ports of entry. Oranges, grape¬ 
fruit, citrons (Citrus medica), and tan¬ 
gerines to be offered for entry must be 
shipped from the country of origin di¬ 
rectly to New York or such other North 
Atlantic port as may be named in the 
permit. Furthermore, shipments moving 
by air must be so routed as to avoid land¬ 
ing at ports south of Baltimore. 

(b) Approved fumigation. (1) The ap¬ 
proved treatment shall consist of fumi¬ 
gation with ethylene dibromide for 2 
hours at normal atmospheric pressure, in 
a fumigation chamber w T hich has been 
approved for the purpose by the Plant 
Quarantine Division. The dosage shall be 
applied at the following rates: 


Fruit load in percent of 
chamber volume 
(Percent) 

Dosage in ounces per 
1,000 cubic feet 

eo'-oo* f. 

70° F. or 
above 

25 or less... 

10 

8 

26-49. 

12 

10 

60-80. 

14 

12 

Fumigation with a 

fruit load 

of more 


than 80 percent of the chamber volume 
is not authorized. Posttreatment aeration 
in the fumigation chambers for 30 min¬ 
utes is required. Both fruit and air tem¬ 
peratures in the chamber shall be within 
the prescribed temperature range. Cubic 
feet of space shall be that of the unloaded 
chamber. The ethylene dibromide must 
be applied as a liquid and volatized with¬ 
in the sealed fumigation chamber in an 
electrically heated vaporizing pan. The 
electrically heated vaporizing pan shall 
be controlled by a switch outside the 
chamber and shall be equipped with a 
signal light to indicate when the current 
is on or off. Fifteen minutes after all 
liquid ethylene dibromide has been in¬ 
jected into the vaporizing pan inside the 
fumigation chamber, the electric current 
for the vaporizing pan must be turned 


off, and the 2-hour period of exposure 
shall begin. The gas shall be circulated 
within the chamber continuously for the 
2-hour period by electric fans or blowers. 
The fans or blowers must be of a capacity 
to circulate the entire air mass within the 
chamber in 3 minutes. 

(2) Oranges, grapefruit, citrons (Cit¬ 
rus medica), and tangerines to be fumi¬ 
gated may be packed in slatted crates or 
well perforated unwaxed cardboard car¬ 
tons with wood excelsior packing mate¬ 
rial. The fruit may be w ? axed and indi¬ 
vidually wrapped with conventional cit¬ 
rus tissue which is gas-permeable. When 
loaded in the fumigation chamber, the 
crates or containers must be stacked 
evenly over the floor surface and the 
crates or containers in a stack shall be 
separated at least 2 inches on all sides 
by wooden strips or other means, to in¬ 
sure adequate gas circulation. Fruit in 
mesh bags or well perforated polyethyl¬ 
ene bags (20 ^t-inch perforations for 
5-pound bags, equally spaced on the two 
sides; proportionately more openings on 
larger bags) must be placed in crates or 
similar containers for fumigation. 

(c) Other conditions. The unloading of 
oranges, grapefruit, citrons (Citrus med¬ 
ica), and tangerines from the means of 
conveyance, their delivery to an approved 
fumigation plant, and the fumigation 
procedure will be under the supervision 
of an inspector of the Plant Quarantine 
Division. The unloading and delivery and 
any other handling prior to fumigation 
shall be conducted in accordance with 
such safeguards as the inspector may 
require to prevent the dissemination of 
injurious insects. Furthermore, the fruit 
shall be inspected and the finding of 
plant pests other than the Mediterranean 
fruit fly may be cause for additional 
treatment, or denial of entry if no satis¬ 
factory treatment is known. Final release 
of the fruit for entry into the United 
States will be conditioned upon compli¬ 
ance with such safeguard requirements 
and the prescribed regulations. Also, re¬ 
strictions imposed by special quarantines 
shall remain in full force and effect. 1 

(d) Costs. All costs of treatment and 
required safeguards and supervision, 
other than the services of the supervising 
inspector during regularly assigned hours 
of duty and at the usual place of duty 
shall be borne by the owner of the fruit, 
or his representative. 

(e) Department not responsible for 
damage. The treatment prescribed in 
paragraph (b) of this section is judged 
from experimental tests to be safe for 
use with oranges, grapefruit, citrons 
(Citrus medica), and tangerines. How¬ 
ever, the Department assumes no re¬ 
sponsibility for any damage sustained 
through or in the course of treatment. 
There has not been an opportunity to 


1 Section. 319.28 prohibits the entry of 
oranges, grapefruit, and tangerines from 
eastern and southeastern Asia (including 
India, Burma, Ceylon, Thailand, Indochina, 
and China). the Malay Archipelago, the 
Philippine Islands, Oceania (except Australia 
and Tasmania), Japan and adjacent islands, 
Formosa, Mauritius, Seychelles, Brazil, Para¬ 
guay, Argentina, and Uruguay. 


FEDERAL REGISTER, VOL. 33, NO. 80—WEDNESDAY, APRIL 24, 1968 















RULES AND REGULATIONS 


test the treatment on all varieties of 
oranges, grapefruit, citrons (Citrus 
medica), and tangerines that may be 
offered for entry from various countries. 
It is recommended that shippers check 
the phytotoxicity of the treatment to the 
variety to be shipped, either through 
tests at origin or by means of test ship¬ 
ments sent to this country. 

(Secs. 5. 9, 37 Stat. 316. 318, 7 U.S.C. 169, 
162: 29 FR. 16210. as amended, 7 CFR 
319.56-2) 

This amendment shall become effec¬ 
tive upon publication in the Federal 
Register. 

The purpose of this amendment is 
to add citrons (Citrus medica) to the 
list of fruits that may be imported under 
permit from countries infested with the 
Mediterranean fruit fly after such fruits 
have been given the prescribed treat¬ 
ment. Heretofore, citrons from Mediter¬ 
ranean fruit fly infested countries have 
been allowed entry into the United States 
through North Atlantic ports under per¬ 
mit but without treatment, when destined 
to noncitrus-growing States. Such entry 
was authorized on the premise that the 
citrons would be consumed in northern 
areas unsuitable for fruit fly survival. 
Recent reports indicate that such citrons 
may not all be consumed in the States of 
original destination. Therefore, as a pre¬ 
cautionary measure to prevent the possi¬ 
ble introduction of the Mediterranean 
fruit fly, it is deemed necessary to require 
that all citron fruit from Mediterranean 
fruit fly infested countries be subjected 
to ethylene dibromide fumigation. 

This amendment should be made effec¬ 
tive promptly in order to authorize in¬ 
auguration of the newly prescribed safe¬ 
guards. Therefore, pursuant to the ad¬ 
ministrative procedure provisions of 5 
U.S.C. 553, good cause is found for mak¬ 
ing the effective date thereof less than 
30 days after publication in the Federal 
Register. 

Done at Hyattsville, Md., this 18th 
day of April 1968. 

[seal] F. A. Johnston, 

Director , 

Plant Quarantine Division. 

[FR. Doc. 68-4863; Filed, Apr. 23, 1968; 
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Chapter X—Consumer and Marketing 
Service (Marketing Agreements 
and Orders; Milk), Department of 
Agriculture 

(Milk Order 1251 

PART 1125—MILK IN PUGET SOUND, 
WASH., MARKETING AREA 

Order Amending Order 
§ 1125.0 Findings and determinations. 

The findings and determinations here¬ 
inafter set forth are supplementary and 
in addition to the findings and determi¬ 
nations previously made in connection 
with the issuance of the aforesaid order 
and of the previously issued amendments 
thereto; and all of the said previous 
findings and determinations are hereby 


ratified and affirmed, except insofar as 
such findings and determinations may be 
in conflict with the findings and de¬ 
terminations set forth herein. 

(a) Findings upon the basis of the 
hearing record. Pursuant to the pro¬ 
visions of the Agricultural Marketing 
Agreement Act of 1937. as amended (7 
U.S.C. 601 et seq.), and the applicable 
rules of practice and procedure govern¬ 
ing the formulation of marketing agree¬ 
ments and marketing orders (7 CFR Pari 
900), a public hearing was held upon 
certain proposed amendments to the 
tentative marketing agreement and to 
the order regulating the handling of 
milk in the Puget Sound. Wash., market¬ 
ing area. Upon the basis of the evidence 
introduced at such hearing and the 
record thereof, it is found that: 

(1) The said order as hereby amended, 
and all of the terms and conditions 
thereof, will tend to effectuate the de¬ 
clared policy of the Act; 

(2) The parity prices of milk, as de¬ 
termined pursuant to section 2 of the 
Act, are not reasonable in view of the 
price of feeds, available supplies of feeds, 
and other economic conditions which 
affect market supply and demand for 
milk in the said marketing area, and 
the minimum prices specified in the 
order as hereby amended, are such prices 
as will reflect the aforesaid factors, in¬ 
sure a sufficient quantity of pure and 
wholesome milk, and be in the public 
interest; 

(3) The said order as hereby amended, 
regulates the handling of milk in the 
same manner as, and is applicable only to 
persons in the respective classes of in¬ 
dustrial or commerical activity specified 
in. a marketing agreement upon which 
a hearing has been held. 

(b) Additional findings. It is necessary 
in the public interest to make this order 
amending the order effective not later 
than May 1, 1968. Any delay beyond that 
date would tend to disrupt the orderly 
marketing of milk in the marketing area. 

The provisions of the said order are 
known to handlers. The recommended 
decision of the Deputy Administrator, 
Regulatory Programs, was issued August 
7, 1967, and the decision of the Assistant 
Secretary containing all amendment 
provisions of this order was issued March 
1,1968. The changes effected by this order 
will not require extensive preparation or 
substantial alteration in method of oper¬ 
ation for handlers. In view of the fore¬ 
going, it is hereby found and. determined 
that good cause exists for making this 
order amending the order effective May 
1, 1968, and that it would be contrary to 
the public interest to delay the effective 
date of this amendment for 30 days after 
its publication in the Federal Register. 
(Sec. 553(d). Administrative Procedure 
Act. 5 U.S.C. 551-559.) 

<c) Determinations. It is hereby deter¬ 
mined that: 

(1) The refusal or failure of handlers 
(excluding cooperative associations spec¬ 
ified in section 8c(9) of the Act) of more 
than 50 percent of the milk, which is 
marketed within the marketing area, to 
sign a proposed marketing agreement, 
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tends to prevent the effectuation of the 
declared policy of the Act: 

(2) The issuance of this order, amend¬ 
ing the order, is the only practical means 
pursuant to the declared policy of the Act 
of advancing the interests of producers 
as defined in the order as hereby 
amended; and 

(3) The issuance of the order amend¬ 
ing the order is approved .or favored by 
at least two-thirds of the producers who 
participated in a referendum and who 
during the determined representative 
period were engaged in the production of 
milk for sale in the marketing area. 

Order relative to handling. It is there¬ 
fore ordered, that on and after the effec¬ 
tive date hereof, the handling of milk in 
the Puget Sound, Wash., marketing area 
shall be in conformity to and in compli¬ 
ance with the terms and conditions of 
the aforesaid order, as amended, and as 
hereby further amended, as follows: 

§ 1125.6 [Amended] 

1. In § 1125.6, the last paragraph is 
revised to read: “ ‘District 1’ shall include 
that portion of the marketing area in 
King, Pierce, and Snohomish Counties. 
•District 2’ shall include Thurston, 
Skagit, and Island Counties. ‘District 3’ 
shall include that portion of the market¬ 
ing area in Grays Harbor, Lewis, Pa¬ 
cific, and Whatcom Counties. ‘District 4' 
shall include San Juan County.” 

2. Section 1125.7 is revised to read as 
follows: 

§ 1125.7 Plant. 

“Plant” means the land, buildings, 
surroundings, facilities and equipment, 
whether owned or operated by one or 
more persons, constituting a single oper¬ 
ating unit or establishment, which is 
maintained and operated primarily for 
the receiving, handling and/or process¬ 
ing of milk and milk products. The term 
“plant” does not include: 

(a) “Bulk reload points” which com¬ 
prise the buildings, premises and facili¬ 
ties, including facilities for washing 
tanks, used primarily as a location at 
which milk is transferred from one farm 
pickup tank truck to another or to an 
over-the-road tank truck. Any reload 
point approved for such use by an ap¬ 
propriate health authority and located 
on the premises of a plant engaging in 
other operations shall constitute a part 
of the operations of such plant. However, 
milk which is reloaded at such a facility 
in transit to another plant at which it 
is processed, shall, for purposes of pricing 
only, be considered a receipt at the plant 
at which it is processed. 

(b) “Distribution points” which com¬ 
prise the buildings, premises and storage 
facilities at which are stored, enroute in 
the course of disposition, fluid milk prod¬ 
ucts that have been processed and pack¬ 
aged in consumer-type packages at a 
distributing plant. The following shall 
apply with respect to the operations of a 
distribution point: 

(1) Operations of such a distribution 
point located on the premises of a non¬ 
pool plant or a supply plant shall not 
constitute a part of the operations of 
such plant; and 


FEDERAL REGISTER, VOL 33, NO. 80—WEDNESDAY, APRIL 24, 1968 







6230 

(2) Fluid milk products moved through 
a distribution point shall be classified on 
the basis of disposition from the dis¬ 
tributing plant at which processed and 
packaged, unless the following condi¬ 
tions are met, in which case such prod¬ 
ucts may be classified on the basis of 
disposition from such distribution point: 

(i) Such distribution point is located 
west of the Cascade Mountain Range; 

(ii) Fluid milk products are not re¬ 
ceived during the month at such distribu¬ 
tion point from more than one plant; 
and 

(iii) The handler operating such dis¬ 
tributing plant notifies the market ad¬ 
ministrator of his intent to report regu¬ 
larly on the basis of disposition from such 
distribution point. 

§1125.8 [Amended] 

3. In the first sentence of § 1125.8(b) 
(pool plant definition) the parenthetical 
phrase ‘‘(including any reload point con¬ 
stituting a plant) ” is revoked. 

3a. In § 1125.11, a new paragraph (e) 
is added to read as follows; 

§ 1125.11 Producer. 

m * • * * 

(e) Whose milk during the month was 
not received at a nonpool plant except 
by diversion from a pool plant pursuant 
to § 1125.12. 

§ 1125.12 [Amended] 

4. In § 1125.12, the word “and” is 
deleted where it appears at the end of 
paragraph (b) (2) (ii); at the end of 
paragraph (c) the period is changed to 
a semi colon and the word “and” is 
added ; and a new paragraph (d) is added 
to read as follows: 

(d) In the case of any bulk tank load 
of milk originating at farms and sub¬ 
sequently received in part at two or more 
plants, the proportion of the load re¬ 
ceived at each such plant shall be pro¬ 
rated among the individual producers 
on the basis of their percentage of the 
total load. 

§ 1125.22 [ Amended ] 

5. Section 1125.22 is amended as fol¬ 
lows: The parenthetical phrases “(and 
within Class II, the utilization specified 
in § 1125.54(0 )” and “(and within Class 
n, to the utilization specified in 
§ 1125.54(c))” where they appear in 
paragraph (i) are revoked; and para¬ 
graph (k) is revised to read as follows: 

(k) Publicly announce by posting in a 
conspicuous place in his office and by 
such other means as he deems appropri¬ 
ate the prices determined for each month 
as follows: 

(l) On or before the 5th day of each 
month the minimum price for Class I 
milk pursuant to § 1125.51(a) and the 
Class I butterfat differential pursuant 
to § 1125.52(a), both for the current 
month, and the minimum price for Class 
II milk pursuant to § 1125.51(b) and 
Class III milk pursuant to § 1125.51(c) 
and the Class II and Class III butterfat 
differentials pursuant to § 1125.52(b), all 
for the preceding month; and 

(2) On or before the 13th day of each 
month, the weighted average and uni¬ 
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form prices computed pursuant to 
§§ 1125.71 and 1125.72, the location ad¬ 
justments for excess milk computed pur¬ 
suant to § 1125.81(a) (2), and the butter¬ 
fat differential computed pursuant to 
§ 1125.82, each applicable to milk re¬ 
ceived during the preceding month; 

5a. In § 1125.35, paragraph (a)(7) is 
revised to read as follows: 

§ 1125.35 Handler report to producers. 

(a) * * * 

(7) The Class I, Class II and Class m 
prices for 3.5 percent milk, and the 
marketwide percentage of producer milk 
utilized in each class during the month. 
• ♦ * * • 

6. Section 1125.41 is revised to read as 
follows: 

§ 1125.41 Classes of .utilization. 

Subject to the conditions set forth in 
§§ 1125.42, 1125.43 and 1125.44, the 

classes of utilization shall be as follows: 

(a) Class I milk. Class I milk shall be 
all skim milk and butterfat: 

(1) Disposed of in the form of a fluid 
milk product, subject to the following 
limitations and exceptions: 

(1) Any products fortified with added 
nonfat milk solids shall be Class I in an 
amount equal only to the weight of an 
equal volume of a like unmodified prod¬ 
uct of the same butterfat content; 

(ii) Fluid milk products in concen¬ 
trated form shall be Class I in an amount 
equal to the skim milk and butterfat used 
to produce the quantity of such products 
disposed of; and 

(iii) Products classified as Class II 
pursuant to paragraph (b)(3), and as 
Class IH pursuant to paragraph (c) (3) 
and (4), of this section are excepted; 

(2) Contained in monthly inventory 
variation of fluid milk products; and 

(3) Not specifically accounted for as 
Class n or Class III utilization. 

(b) Class II milk. Class II milk shall 
be all skim milk and butterfat: 

(1) Used to produce ice cream, 
ice cream mix, frozen desserts, aerated 
cream products, plastic cream, soured 
cream dressing, yogurt, eggnog, cottage 
cheese, pot cheese, bakers cheese, cream 
cheese, neufchatel cheese, starter or any 
milk or milk products sterilized and pack¬ 
aged in hermetically sealed metal or 
glass containers; 

(2) Used to produce condensed milk 
and condensed skim milk utilized for any 
purposes other than those specified in 
paragraph (c)(1) of this section; and 

(3) In fluid milk products disposed of 
in bulk to a commercial food processing 
establishment for use in food products 
which are processed for general distribu¬ 
tion to the public for consumption off the 
premises. 

(c) Class III milk. Class III milk shall 
be all skim milk and butterfat: 

(I) Used to produce evaporated milk 
sterilized in sealed metal containers 
(whether produced from whole milk, 
skim milk or partially skimmed milk), 
condensed milk and condensed skim milk 
used to produce another Class III prod¬ 
uct in a pool plant or in a nonpool plant 
located within the marketing area or 
used to fortify Class I products in a pool 


plant, butter, nonfat dry milk solids, 
powdered whole milk, casein, and cheese 
(other than that specified in paragraph 
(b)(1) of this section), including that 
contained in residual products resulting 
from the manufacture of butter and 
cheese; 

(2) Used to produce a product other 
than a fluid milk product as specified 
in paragraph (a)(1) of this section or a 
Class II product; 

(3) In fluid milk products disposed 
of for livestock feed; 

(4) In fluid milk products dumped 
after such prior notice and opportunity 
for verification as may be required by 
the market administrator; 

(5) In shrinkage at each pool plant 
as computed pursuant to § 1125.42(b) (1) 
but not to exceed the following amount: 

(i) Two percent of receipts in pro¬ 
ducer milk pursuant to § 1125.12(a) (1) 
and (2) ; plus 

(ii) One and one-half percent of re¬ 
ceipts of fluid milk products in bulk from 
other pool plants; plus 

(iii) One and one-half percent of re¬ 
ceipts from a cooperative association in 
its capacity as a handler pursuant to 
§ 1125.10(f), except that if the handler 
operating the pool plant files notice with 
the market administrator that he is pur¬ 
chasing such milk on the basis of farm 
weights and individual producer tests, 
the applicable percentage shall be 2 per¬ 
cent; plus 

(iv) One and one-half percent of re¬ 
ceipts of fluid milk products in bulk from 
an other order plant, exclusive of the 
quantity for which Class II or Class III 
utilization was requested by the operator 
of such plant and the handler; plus 

(v) One and one-half percent of re¬ 
ceipts of fluid milk products in bulk 
from unregulated supply plants, exclu¬ 
sive of the quantity for which Class n 
or Class III utilization was requested 
by the handler; less 

(vi) One and one-half percent of fluid 
milk products disposed of in bulk to 
other plants, except, in the case of milk 
diverted to a nonpool plant, if the opera¬ 
tor of the plant to which the milk is 
diverted purchases such milk on the basis 
of farm weights and individual producer 
tests, the applicable percentage shall be 
2 percent; 

(6) In shrinkage at each pool plant 
as computed pursuant to § 1125.42(b) (2); 
and 

(7) In shrinkage resulting from milk 
for which a cooperative association is the 
handler pursuant to § 1125.10 (e) or (f) 
not being delivered to pool plants and 
nonpool plants, but not in excess of one- 
half percent of such receipts, exclusive 
of those for which farm weights and 
individual producer tests are used as the 
basis of receipt at the plant to which 
delivered. 

§ 1125.42 [Amended] 

7. In paragraph (b)(1) of §1125.42 
the reference “11125.41(b)(6)” is 
changed to “5 1125.41(c)(5)”; and in 
paragraph (b)£2) of such section the 
reference “§ 1125.41(b) (6) (iv) and (v)” 
is changed to “§ 1125.41(c) (5) (iv) and 
(v) ”. 
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8. Ini 1125.43, paragraph (a) is revised 
to read as follows: 

§ 1125.43 Responsibility of handlers 
and reclassification of milk. 

(a) All skim milk and butterfat shall 
be Class I milk unless the handler who 
first received such skim milk or butter- 
fat can prove to the market administra¬ 
tor that such skim milk or butterfat 
should be classified otherwise. 

* ♦ • * ♦ 

9. Section 1125.44 is revised to read as 
follows: 

§ 1125.44 Interplant movements. 

Skim milk and butterfat moved by 
transfer, and by diversion under para¬ 
graph (c) of this section, as fluid milk 
products from a pool plant shall be as¬ 
signed (separately) to each class in the 
following manner: 

(a) To a pool distributing plant: As 
Class I milk to the extent Class I milk is 
available at the transferee plant after 
computations pursuant to § 1125.46(a) 
(7) and the corresponding step of 
5 1125.46(b), subject to the following 
provisions: 

(1) In the event the quantity trans¬ 
ferred exceeds the total of receipts from 
producers and other pool plants at the 
transferor plant, such excess shall be 
assigned to the available milk in each 
class at the transferee plant in series be¬ 
ginning with Class III; 

(2) If more than one transferor plant 
is involved, the available Class I milk 
shall first be assigned to pool plants lo¬ 
cated in District 1, and the counties of 
Pierce and Kitsap, and then in sequence 
to the plants at which the least location 
adjustment applies: 

(3) If Class I milk is not available in 
amounts equal to the sum of the quanti¬ 
ties to be assigned pursuant to subpara¬ 
graph (2) of this paragraph to plants 
having the same location adjustments, 
the transferee handler may designate to 
which of such plants the available Class 
I milk shall be assigned; 

(4) Notwithstanding the prior provi¬ 
sions of this paragraph, any such skim 
milk and butterfat transferred in bulk 
from a pool plant to a pool distributing 
plant in which facilities are maintained 
and used to receive milk or milk prod¬ 
ucts required by applicable health au¬ 
thority regulations to be kept physically 
separate from Grade A milk shall be clas¬ 
sified in accordance with the provisions 
of paragraph (b) of this section; and 

(5) If the transferor plant received 
during the month other source milk to 
be allocated pursuant to § 1125.46(a) 

(6) and (7) and the corresponding steps 
of § 1125.46(b), the skim milk and but¬ 
terfat so transferred up to the total of 
such receipts shall not be classified as 
Class I milk to a greater extent than 
would be applicable to a like quantity of 
such other source milk received at the 
transferee plant. 

<b) To a pool supply plant as Class III 
milk, subject to the following conditions: 

(1) The skim milk or butterfat so as¬ 
signed to Class III milk shall be limited 
to the amount thereof remaining in Class 
III milk in the transferee plant after 
computations pursuant to § 1125.46(a) 


(7) and the corresponding step of 
§ 1125.46(b) for such plant, and any ad¬ 
ditional amounts of such skim milk or 
butterfat shall be assigned to Class II 
milk to the extent such utilization is 
available. Any additional amounts of 
such skim milk and butterfat shall be as¬ 
signed to Class I milk and credited to 
transfers from transferor plants in the 
sequence at which the least location ad¬ 
justment applies; 

(2) If more than one transferor plant 
is involved, the available Class III and/or 
Class H milk shall first be assigned to 
transferor plants located outside Dis¬ 
trict 1 and Kitsap and Pierce counties, 
and then in sequence to the plants at 
which the greatest location adjustment 
applies; 

(3) If Class III and/or Class n milk is 
not available in amounts equal to the 
sum of the quantities to be assigned pur¬ 
suant to subparagraph (2) of this para¬ 
graph to plants having the same location 
adjustments, the transferee handler may 
designate to which of such plants the 
available Class III and/or Class II shall 
be assigned; and 

(c) To a nonpool plant: 

(1) Except as provided for in sub- 
paragraphs (3) and (4) of this para¬ 
graph, as Class I milk, if transferred or 
diverted to a nonpool plant located out¬ 
side the marketing area. 

(2) As Class I milk, if transferred or 
diverted to a producer-handler as defined 
in any order (including this part) issued 
pursuant to the Act, or to the plant of 
such a producer-handler; 

(3) As Class n milk to *he extent such 
utilization is available and then to Class 
III milk, if transferred or diverted to a 
nonpool plant from which fluid milk 
products are not distributed on routes, 
subject to the following conditions: 

(i) The transfer or diversion shall be 
classified as Class I milk unless the mar¬ 
ket administrator is permitted to audit 
the records of the nonpool plant for pur¬ 
poses of verification; 

(ii) If such nonpool plant disposes of 
fluid milk products to any other nonpool 
plant distributing fluid milk products on 
routes, the transfer or diversion shall be 
classified as Class I milk up to the quan¬ 
tity of such disposition to the second 
nonpool plant; and 

(4) As follows, if transferred to an 
other order plant in excess of receipts 
from such plant in the same category 
as described in subdivision (i), (ii), or 

(iii) of this subparagraph: 

(i) If transferred in packaged form, 
classification shall be in the classes to 
which allocated as a fluid milk product 
under the other order; 

(ii) If transferred in bulk form, clas¬ 
sification shall be in Class I if allocated 
as a fluid milk product to Class I under 
the other order, in Class n if allocated 
to Class II under an order that provides 
three classes and in Class m if allocated 
to Class III under the other order or if 
allocated to Class II under the order 
that provides only two classes (includ¬ 
ing allocation under the conditions set 
forth in subdivision (iii) of this subpara¬ 
graph) ; 

(iii) If the operators of both the 
transferor and transferee plants so re¬ 


quest in the reports of receipts and 
utilization filed with their respective 
market administrators, transfers in bulk 
form shall be classified as Class HI and 
then as Class II to the extent of such 
class utilization (or comparable utiliza¬ 
tion under such other order) available 
for such assignment pursuant to the allo¬ 
cation provisions of the transferee order; 

(iv) If information concerning the 
classification to which allocated under 
the other order is not available to the 
market administrator for purposes of 
establishing classification pursuant to 
this subparagraph, classification shall 
be as Class I, subject to adjustment when 
such information is available; and 

(v) If the form in which any fluid milk 
product is transferred to an other order 
plant is not defined as a fluid milk prod¬ 
uct under such other order, classifica¬ 
tion shall be in accordance with the pro¬ 
visions of § 1125.41. 

§ 1125.45 [ Amended 1 

10. In § 1125.45, the reference 
“§§ 1125.53 and 1125.54” where it ap¬ 
pears in the second sentence of para¬ 
graph (a), is changed to “§ 1125.53”. 

§ 1125.46 [Amended] 

11. In § 1125.46, the term ‘‘Class H” 
where it appears in two places in para¬ 
graph (a)(1), once in (a)(2)(i) f twice 
in (a) (3), once in (a) (5), and in (a) (9) 
is changed to “Class HI”. Also, the intro¬ 
ductory text of paragraph (a) imme¬ 
diately preceding subparagraph (1) is 
revised to read: Skim milk shall be allo¬ 
cated in the following manner, except 
that the quantities allocated to Class II 
milk and Class III milk shall be sub¬ 
tracted in series beginning with Class III. 

12. In § 1125.46 the reference ‘‘§ 1125.- 
41(b)(6)” as it appears in paragraph 
(a)(1) is changed to “§ 1125.41(c) (5)”; 
the text of subparagraph (4) immedi¬ 
ately preceding subdivision (i) of such 
paragraph is changed to read ‘‘Subtract, 
in the order specified below in sequence 
beginning with Class HI. from the 
pounds of skim milk remaining in Class 

II and Class HI but not in excess of such 
quantity:”; the phrase “Class II utiliza¬ 
tion” where it appears in both subdivi¬ 
sions (i) and (iii) of subparagraph (4), 
is changed to “Class II or Class III uti¬ 
lization” ; and the text of subdivision < i) 
of subparagraph (7) is changed to read 
“In series beginning with Class HI. the 
pounds determined by multiplying the 
pounds of such receipts by the larger of 
the percentage of estimated Class n and 
Class in utilization of skim milk an¬ 
nounced for the month by the market 
administrator pursuant to § 1125.22(m) 
or the percentage that Class II and Class 

III utilization remaining is of the total 
remaining utilization of skim milk of the 
handler; the word “both” in subpara¬ 
graph (9) is changed to read “all three”; 
and”. 

13. Section 1125.51 is revised to read 
as follows; 

§ 1125.51 Class prices. 

Subject to the provisions of §§ 1125.52 
and 1125.53, the minimum class prices per 
hundredweight of milk for the month 
shall be as follows: 
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(a) Class I milk. The price for Class I 
milk shall be the basic formula price for 
the preceding month plus $1.65, and plus 
20 cents through April 1968. 

(b) Class II milk. The price for Class 
n milk shall be the Class in price com¬ 
puted pursuant to paragraph (c) of this 
section, plus 25 cents per hundredweight. 

(c) Class III milk. The price for Class 
III milk shall be the basic formula price 
for the month but not to exceed the 
price computed as follows: 

(1) Multiply the Chicago butter price 
by 4.2; 

(2) Multiply by 8.2 the weighted aver¬ 
age of carlot prices per pound for nonfat 
dry milk solids, spray process, for human 
consumption, f.o.b. manufacturing plants 
In the Chicago area, as published for the 
period from the 26th day of the immedi¬ 
ately preceding month through the 25th 
day of the current month by the Depart¬ 
ment; and 

(3) From the sum of the results ar¬ 
rived at under subparagraphs (1) and (2) 
of this paragraph subtract 48 cents, and 
round to the nearest cent. 

14. Section 1125.52 is revised to read 
as follows: 

§ 1125.52 Rutterfal differentials to han¬ 
dlers. _ 

If the average butterfat content of 
Class I milk, Class II milk or Class in 
milk computed pursuant to § 1125.46, 
differs from 3.5 percent, there shall be 
added to, or subtracted from, the appli¬ 
cable class price (§ 1125.51) for each one- 
tenth of 1 percent that the average but¬ 
terfat content of such class is respec¬ 
tively above, or below, 3.5 percent, a 
butterfat differential computed as fol¬ 
lows, rounded to the nearest one-tenth 
cent: 

(a) Class I milk. Multiply the Chicago 
butter price for the preceding month by 
0.125; and 

(b) Class II milk and Class III milk. 
Multiply the Chicago butter price for the 
current month by 0.120. 

§ 1125.5*1 [Revoked] 

15. Section 1125.54 is revoked, and 
§ 1125.53 is revised to read as follows: 

§ 1125.53 Location adjustments on Class 
1 and Class II milk. 

The price of Class I and Class n 
milk at each plant shall be, regardless of 
point of disposition within or outside the 
marketing area, that computed pursu¬ 
ant to § 1125.51 less a location adjust¬ 
ment for such plant shown in the table 
below: 


Plant location 

Adjustment 

(cents/cwt) 


Class I 

Class II 

District 1 or Kitsap or Pierce 
Counties. 

0 

0 

District 2 or Mason County_ 

15 

7.5 

District 3 iincluding ttic entire 
counties of Low is and Pacific) 
or Kittitas County. 

20 

10.0 

District 4 and other locations out¬ 
side the marketing area. 

40 

20.0 
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§ 1125.67 [Amended] 

16. In § 1125.67, the term “Class H 
milk” where it appears in subparagraph 
(l)(i) of paragraph (a) is changed to 
“Class n or Class in milk”; the term 
“Class n price” where it appears in para¬ 
graph (b) (4) is changed to “Class in 
price”. 

§ 1125.70 [Amended] 

17. In § 1125.70, the reference “§§ 1125. 
52, 1125.53 and 1125.54” where it appears 
in paragraph (a) is changed to “§§ 1125. 

52 and 1125.53” and the words “Class n 
price” where they appear in paragraph 

(d) are changed to “Class HI price”. 

§ 1125.72 [Amended] 

18. In 5 1125.72(a)(2), the words 
“Class n price” are changed to read 
“Class HI price”. 

§ 1125.80 [Amended] 

19. In § 1125.80, the reference “§§ 1125. 

53 and 1125.54” where it appears in para¬ 
graph (c) is changed to “5 1125.53”. 

20. Section 1125.81 is revised to read 
as follows: 

§ 1125.81 Location adjustments to pro¬ 
ducers and on nonpool milk. 

(a) In making payments to producers 
pursuant to § 1125.80(a), subject to the 
application of § 1125.12(c), the following 
adjustments for location are applicable: 

(1) Deduction may be made per hun¬ 
dredweight of base milk received from 
producers at respective plant locations 
at the same per hundredweight rates as 
specified for Class I milk in the table set 
forth in § 1125.53; and 

(2) There shall be added to the uni¬ 
form price for excess milk received from 
producers at the respective plant loca¬ 
tions the lesser of the applicable rates 
shown in subdivision (i) or (ii) of this 
subparagraph: 

(i) Plant location: 

Rate 

( cents/cwt.) 


District 1 or Kitsap or Pierce Counties_ 25 

District 2 or Mason County_ 10 

District 3 (including the entire counties 
of Lewis and Pacific) or Kittitas 

County _ 5 

District 4 and other locations outside 
the marketing area_ 0 


(ii) The rates per hundredweight de¬ 
termined by multiplying the adjustments 
shown in subdivision (i) of this sub- 
paragraph by a percentage computed as 
set forth below and rounded to the near¬ 
est full cent: Determine the amount that 
the value of producer milk allocated to 
Class H pursuant to § 1125.46 at the Class 
H price adjusted for location of the re¬ 
spective pool plants exceeds the value 
of producer milk so allocated to Class 
H at the Class III price. The resulting 
amount is divided by the value of excess 
location adjustments at the applicable 
rates set forth in subdivision (i) of this 
subparagraph and rounded to the second 
decimal place. 

(b) In making payments to a co¬ 
operative association pursuant to § 1125.- 
80(d) deductions may be made at the 
rates specified in § 1125.53 for the loca¬ 


tion of the plant at which the milk was 
received from the cooperative associa¬ 
tion. 

(c) For purposes of computations pur¬ 
suant to §§ 1125.84 and 1125.85 the 
weighted average price for all milk shall 
be adjusted at the rates set forth in 
§ 1125.53 for Class I milk applicable at 
the location of the nonpool plant from 
which the milk was received. 

§ 1125.82 [Amended] 

21. In § 1125.82 the words “and Class 
HI” are added immediately following the 
words “Class H”. 

§ 1125.84 [Amended] 

22. In § 1125.84, the words “Class n 
price” where they appear in paragraph 
(b)(3) are changed to “Class HI price”. 

(Secs. 1-19, 48 Stat. 31, as amended; 7 U.S.C. 
601-674) 

Effective date: May 1, 1968. 

Signed at Washington, D.C., on 
April 19, 1968. 

John A. Schnittker, 
Under Secretary. 

[Fit. Doc. 68-4864; Filed, Apr. 23, 1968; 
8:47 ajn.J 

Title 8—ALIENS AND 
NATIONALITY 

Chapter I—Immigration and Naturali¬ 
zation Service, Department of 
Justice 

MISCELLANEOUS AMENDMENTS TO 
CHAPTER 

The following amendments to Chapter 
I of Title 8 of the Code of Federal Regu¬ 
lations are hereby prescribed: 

PART 100—STATEMENT OF 
ORGANIZATION 

§ 100.4 [Amended] 

The fourth sentence of paragraph (a) 
Regional offices of § 100.4 Field Service 
is amended to read as follows: “The 
Southwest Regional Office, located in San 
Pedro, Calif., has jurisdiction over dis¬ 
tricts 13, 14, 15, 16, 17, 18, 19, 35, and 36, 
and Border Patrol sectors 10, 11, 12, 13, 
14, 15, 16, 17, 18, 19, and 20.” 


PART 103—POWERS AND DUTIES OF 
SERVICE OFFICERS; AVAILABILITY 
OF SERVICE RECORDS 

Subdivision (ii) of subparagraph (2) 
of paragraph (a) and the Introductory 
material of paragraph (e) of § 103.1 are 
amended to read as follows: 

§ 103.1 Delegations of authority. 

• • * • • 

(a) Associate Commissioner, Opera¬ 
tions. ♦ • ♦ 

(2) Deputy Associate Commissioner, 
Travel Control. * * • 

(ii) Assistant Commissioner, Special 
Projects. The Service activities outside 
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the United States, other than the Mexico 
City. Mexico, district. 

• • * • • 

(e) Regional Commissioners. The ac¬ 
tivities of the Service within their re¬ 
spective regional areas, including author¬ 
ity to settle tort claims of $2,500 or less 
pursuant to section 2672 of Title 28. 
United States Code, and authority pur¬ 
suant to sections 951 and 952 of Title 
31. United States Code, to compromise, 
or to suspend or terminate collection ef¬ 
forts of. claims of the United States 
which do not exceed $20,000. exclusive 
of interest, as well as the following ap¬ 
pellate jurisdiction specified in this chap¬ 
ter: 


PART 214—NONIMMIGRANT 
CLASSES 

§21-1.2 [Amended] 

The second sentence of subparagraph 
(1) Without visa of paragraph (c) 
Transits of § 214.2 Special requirements 
for admission, extension, and mainte¬ 
nance of status is amended to read as 
follows: “Except for transit from one 
part of foreign contiguous territory to 
another part of the same territory, ap¬ 
plication for direct transit without a 
visa must be made at one of the follow¬ 
ing ports of entry: Buffalo, N.Y.; Niagara 
Falls, N.Y.: Rouses Point, N.Y.; Boston, 
Mass.; New York, N.Y.; Norfolk, Va.; 
Baltimore. Md.; Philadelphia, Pa.; 
Washington, D.C.; Miami, Fla.; Port 
Everglades, Fla.; Tampa, Fla.; New Or¬ 
leans, La.; San Antonio, Tex.; Dallas, 
Tex.; Houston, Tex.; Brownsville, Tex.; 
San Diego, Calif.; Los Angeles, Calif.; 
San Francisco, Calif.; Honolulu, Hawaii; 
Seattle. Wash.; Portland, Oreg.; Great 
Falls, Mont.; St. Paul, Minn.; Chicago, 
Ill.; Detroit, Mich.; Anchorage, Alaska; 
Fairbanks, Alaska; San Juan, P.R.; 
Charlotte Amalie, V.I.; Christiansted, 
V.I.; Agana, Guam.” 

(Sec. 103, 66 Stat. 173; 8 U.S.C. 1103) 

This order shall be effective on the date 
of its publication in the Federal Regis¬ 
ter. Compliance with the provisions of 
section 553 of Title 5 of the United States 
Code (Public Law 89-554, 80 Stat. 383), 
as to notice of proposed rule making and 
delayed effective date, is unnecessary in 
this instance because the amendments to 
§§ 100.4(a) and 103.1(a) (2) (ii) and (e) 
pertain to delegation of authority and 
the amendment to § 214.2(c)(1) relates 
to agency procedure. 

Dated: April 18,1968. 

Raymond F. Farrell, 
Commissioner of 
Immigration and Naturalization. 

IFR. Doc. 68-4860; Filed, Apr. 23, 1968; 
8:46 am.) 
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Title 12—BANKS AND BANKING 

Chapter II—Federal Reserve System 

SUBCHAPTER A—BOARD OF GOVERNORS OF 
THE FEDERAL RESERVE SYSTEM 

I Reg. G| 

PART 207—CREDIT BY PERSONS 

OTHER THAN BANKS, BROKERS, 

OR DEALERS FOR PURPOSE OF 

PURCHASING OR CARRYING REG¬ 
ISTERED EQUITY SECURITIES 
Deferred Effective Date 

By document appearing in the Federal 
Register of February 8, 1968 (33 F.R. 
2691), the Board of Governors announced 
the adoption of a new Part 207, effective 
March 11, 1968. Section 207.1(a) of such 
part requires persons subject to certain 
requirements set forth therein to register 
with the Board of Governors by April 
10, 1968. Section 207.3(a) requires that 
every person who is registered pursuant 
to § 207.1(a) shall within 30 days fol¬ 
lowing the end of each succeeding calen¬ 
dar quarter file a report on Federal Re¬ 
serve Form G-4 with the Federal Re¬ 
serve Bank of the district in which the 
principal office of the registrant is 
located. 

To lessen the burden on registrants 
initially subject to the regulation (who 
would otherwise have to prepare the first 
quarterly report by April 30) and permit 
additional time for modifying Federal 
Reserve Form G-4 in the light of experi¬ 
ence gained from analysis of the initial 
registration, the Board has deferred the 
date on which such report shall be filed 
from April 30, to July 30, 1968, at which 
time the quarterly report covering the 
second quarter of 1968 will also be due. 

Dated at Washington, D.C., the 9th day 
of April 1968. 

By order of the Board of Governors. 

[seal] Robert P. Forrestal, 

Assistant Secretary. 

[F.R. Doc. 68-4868; Filed, Apr. 23. 1968; 

8:47 a.m.J 

[Reg.Q] 

PART 217—PAYMENT OF INTEREST 
ON DEPOSITS 

Maximum Rates of Interest 

1. Effective April 19,1968, § 217.6 (Sup¬ 
plement to Regulation Q) is amended 
to read as follows: 

§ 217.6 Maximum rates of interest pay¬ 
able on time anil savings deposits by 
member banks. 

Pursuant to the provisions of section 
19 of the Federal Reserve Act and § 217.3, 
the Board of Governors of the Federal 
Reserve System hereby prescribes the 
following maximum rates 1 of interest 

‘The maximum rates of Interest payable 
by member banks of the Federal Reserve 
System on time and savings deposits as 
prescribed herein are not applicable to any 
deposit which is payable only at an office 
of a member bank located outside of the 
States of the United States and the District 
of Columbia. 
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payable by member banks of the Federal 
Reserve System on time and savings 
deposits: 

(a) Single maturity time deposits — 
(1) Deposits of $100,000 or more. No 
member bank shall pay interest in any 
single maturity time deposit of $100,000 
or more at a rate in excess of the appli¬ 
cable rate under the following schedule: 

Maximum 

percent 

Maturity per annum 

30-59 days_5% 

60-89 days_ 5% 

90-179 days_6 

180 days or more_6 5 4 

(2) Deposits of less than $100,000. No 
member bank shall pay interest at a 
rate in excess of 5 percent per annum 
on any single maturity time deposit of 
less than $100,000. 

(b) Multiple maturity time deposits — 
(1 ) Deposits payable at intervals of at 
least 90 days. No member bank shall pay 
interest at a rate in excess of 5 percent 
per annum on a multiple maturity time 
deposit that is payable only 90 days or 
more after the date of deposit, or 90 
days or more after the last preceding 
date on which it might have been paid. 

(2) Deposits payable at intervals of 
less than 90 days. No member bank shall 
pay interest at a rate in excess of 4 per¬ 
cent per annum on a multiple maturity 
time deposit that is payable less than 
90 days after the date of deposit, or less 
than 90 days (but at least 30 days) after 
the last preceding date on which it might 
have been paid. 

(c) Savings deposits. No member bank 
shall pay interest at a rate in excess of 
4 percent per annum on any savings 
deposit. 

In calculating the rate of interest paid, 
the effects of compounding of interest 
may be disregarded. A member bank that 
elects to compound interest—either at 
the maximum permissible rate or at a 
lower rate—shall state the basis of com¬ 
pounding (such as semiannually, quar¬ 
terly, monthly, weekly, daily, or con¬ 
tinuously) in every advertisement, 
announcement, solicitation, and agree¬ 
ment relating to the rate of interest paid 
on a deposit. 

2a. The only change is to raise the 
maximum rate of interest a member 
bank may pay on single maturity time 
deposits of $100,000 or more, which here¬ 
tofore has been 5 l / 2 percent, to 5%, 6, 
and 6% percent for deposits with maturi¬ 
ties of 60 to 89 days, 90 to 179 days, and 
180 days or more, respectively. The 
principal purpose of the change is to 
guard against disruption of financial 
markets that could occur in the event of 
an undue contraction of such deposits. 

b. The requirements of section 553(b), 
Title 5, United States Code, with respect 
to notice, public participation, and 
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deferred effective date were not followed 
in connection with this amendment 
because the Board found that the general 
credit situation and the public interest 
compelled it to make the action effective 
no later that the date adopted. 

Dated at Washington, D.C., the 18th 
day of April 1968. 

By order of the Board of Governors. 

[seal] Robert P. Forrestal, 

Assistant Secretary. 

[P.R. Doc. 68-4869; Filed, Apr. 23, 1968; 

8:47 ajn.] 

Title 14—AERONAUTICS AND 
SPACE 

Chapter I—Federal Aviation Admin¬ 
istration, Department of Transpor¬ 
tation 

[Docket No. 8079; Arndt. 37-17J 

PART 37—TECHNICAL STANDARD 
ORDER AUTHORIZATIONS 

Maximum Allowable Airspeed 
Indicator Systems—TSO—C46a 

The purpose of this amendment is to 
revise the Technical Standard Order 
(TSO) for maximum allowable airspeed 
indicators contained in § 37.145 of the 
Federal Aviation Regulations. This action 
was published as a notice of proposed 
rule making (32 F.R. 5788, April 11, 
1967), and circulated as Notice No. 67-13 
dated April 4,1967. 

Notice 67-13 proposed to amend TSO- 
C46 by promulgating a Federal Aviation 
Administration Standard for maximum 
allowable airspeed indicators which 
would replace the existing industry 
standard and prescribe for such indi¬ 
cators new minimum performance 
standards compatible with the in¬ 
creased airspeed and range of environ¬ 
mental conditions associated with 
modern aircraft. The notice proposed 
a number of changes with respect to 
instrument design and clarification of 
theoretical data, and further proposed 
to replace the present detailed test 
procedures with an objective standard. 

A number of comments were received 
in response to the notice. These gen¬ 
erally favored the proposed action, al¬ 
though in some instances they contained 
recommendations for further change. 
The more important of these comments, 
together with the changes to the proposal 
resulting therefrom are discussed in de¬ 
tail hereinafter. 

The FAA has not adopted a suggestion 
that the title of the standard be changed 
to make some reference to “subsonic”. 
While the standard does not apply to 
supersonic flight instruments, it is be¬ 
lieved that the statement of purpose 
contained in section 1 is sufficiently clear 
as to its application. Moreover, since an 
instrument meeting the requirements of 
this standard could be used on an SST 
aircraft in certain flight regimes, the 
added word in the title could be mis¬ 
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leading as to the type of aircraft on 
which the instrument could be used. 

One commentator recommended that 
I 37.145(a), Applicability, be amended to 
indicate that the TSO applies not only 
to maximum allowable airspeed indi¬ 
cators as such, but also to combination 
instruments w r hich indicate other quan¬ 
tities in addition to maximum allowable 
airspeed. The FAA recognizes that in¬ 
struments and systems exist which pro¬ 
vide multiple data output quantities in 
addition to maximum allowable air¬ 
speed information and it was not the 
intent that these be excluded from the 
TSO. So that the wording of the notice 
not be interpreted to refer only to com¬ 
pletely self-contained single purpose in¬ 
struments, the word “indicators” in the 
title and in § 37.145(a) and section 1 
of the standard has been changed to 
“indicator systems”. 

A number of commentators remarked 
that, while there is no problem in mark¬ 
ing the airspeed range on the instrument 
identification plate, it may not be pos¬ 
sible to mark the maximum operating 
airpseed ( Vmo ) or the maximum operat¬ 
ing Mach Number (M*o), This is so be¬ 
cause the maximum allowable airspeed 
setting is not adequately defined by the 
stop setting or permanent Mach Number 
setting and it was pointed out that proper 
identification of an indicator must in¬ 
clude information as to the method of 
calibrating the maximum allowable 
pointer in the V*o and M*o ranges. It 
w r as also suggested that for the purpose 
of this standard, a marking should be 
considered suitable if it provides guid¬ 
ance for properly matching the instru¬ 
ment to a particular aircraft type design. 
The FAA agrees with the resulting rec¬ 
ommendations that proper identification 
of the instrument include the calibration 
used for the maximum allowable pointer 
and that, as an alternative to marking 
the insirument with the limit speed 
values, it be marked to identify the air¬ 
craft type design for which the instru¬ 
ment is approved. Section 37.145(b) 
and those portions of section 2.3(a) 
(1) and (2) that relate to marking, 
as hereinafter discussed, have been 
amended accordingly. 

In connection with use of the term 
“knots”, a recommendation was made 
that it be adequately defined as “inter¬ 
national knots”. However, the FAA is 
unaware of any uncertainty or confusion 
that has arisen as a result of using the 
single word. The “international knot”, 
referred to by the commentator, pre¬ 
sumably relates to the “international 
nautical mile” w T hich was set at 1852 
meters for use in the United States by 
agreement of the Departments of Com¬ 
merce and Defense in 1954. The derived 
equivalent in English units, as reported 
in the U.S. Department of Commerce. 
National Bureau of Standards, NBS Mis¬ 
cellaneous Publication 247, issued Octo¬ 
ber 1963, is 6076.1155 feet which is used 
in the U.S. Standard Atmosphere, 1962, 
the Manual of the ICAO Standard 
Atmosphere, Document 7488/2, and 
w'orld charts currently published by the 
U.S. Coast and Geodetic Survey. We be¬ 


lieve this long-established value of the 
international nautical mile is well under¬ 
stood by industry and that it is un¬ 
necessary to include the definition of 
“knots” in this TSO or in the many other 
sections of the FARs where the word 
“knots” appears. 

One commentator recommended that 
section 1, Purpose, provide a maximum 
altitude range for subsonic aircraft in 
order to be consistent with the given air¬ 
speed range. In this connection, however, 
it is unnecessary to prescribe either 
operational speed or altitude limits to 
accomplish the purpose of the standard. 
As pointed out previously, instruments 
qualifying under this TSO could be used 
on SST aircraft. Therefore, to achieve 
consistency, the range of airspeed pro¬ 
posed in the notice has been deleted. 

In connection with the adjustable set¬ 
tings prescribed in section 2.3(a), the 
FAA does not agree with a recommenda¬ 
tion that instruments designed to be set 
from the outside require the use of spe¬ 
cial tools except for quick change types 
that are frequently adjusted. The intent 
behind the comment apparently was to 
preclude tampering with instrument set¬ 
tings. However, unauthorized persons 
could provide themselves with the neces¬ 
sary special tools. Moreover, the exclusion 
of quick change type instruments would 
further tend to minimize the effective¬ 
ness of such a provision. The FAA does 
agree, however, with a further comment 
that the marking requirements stated 
in proposed section 2.3 (a)(1) and 
(a) (2> are inappropriate and these have 
been deleted in view of the changes made 
in § 37.145(b). 

A recommendation that the visibility 
requirements of section 2.3(b) of the 
standard be supplemented to require an 
anti-reflective coating on the cover glass 
was unsupported. While such a coating 
may improve instrument readability, the 
FAA has insufficient grounds on which 
to impose the requirement in the interest 
of safety without notice. Also with refer¬ 
ence to visibility, one commentator sug¬ 
gested that the requirement that “all 
markings” be visible from any point 
within defined limits could be construed 
to include the peripheral tip of every 
mark and thus tend to reduce the scale 
diameter and crowd the marks together. 
As that commentator himself suggests, 
however, the proper construction of the 
requirement is that enough of each 
marking be visible to prevent reading 
errors. The FAA believes this is suffi¬ 
ciently clear in the wording of proposed 
section 2.3(b) without further change. 

With reference to the maximum allow¬ 
able airspeed pointer calibration re¬ 
quirements proposed in section 2.3(c) (2), 
a number of commentators pointed out 
that the equations given were variations 
of classical fundamental relationships of 
subsonic compressible flow gas dynamics, 
and recommended that an alternate 
procedure be specified which w^ould allow 
calibration in accordance with the ad¬ 
justed data characteristics of any partic¬ 
ular airplane type design. In this con¬ 
nection, some variations from the classic 
equations may be advisable to account 
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for airframe design characteristics such 
as static source pressure error, variable 
speed limits versus altitude and so forth, 
in which case calibration values matched 
to a particular aircraft type design 
should be acceptable. 

Based on the foregoing, the calibration 
requirements have been amended to 
permit calibration in accordance with 
either the standard aerodynamic equa¬ 
tions or the airframe manufacturer’s 
design data. In connection with the 
former, which were intended to repre¬ 
sent standard compressible flow aero¬ 
dynamic relations contained in sources 
such as NASA Technical Note D-822 
dated August 1961, several commentators 
noted errors in the equations and 
symbols as given in the notice. Correc¬ 
tions have been made accordingly. The 
associated curve of proposed figure 1 is 
now considered unnecessary and has 
been deleted. A change in the marking 
requirements to indicate matching of an 
instrument to a particular airframe has 
already been noted. 

In response to several comments, the 
(±) sign in section 2.3 (e), (f), and (g) 
(1), and (g)(2) has been deleted since 
the eiTor can only be in one direction. 

Two commentators stated that the 
case leak desigp requirements proposed 
in section 2.3(h) (1) should consider air¬ 
plane cabin differential pressures under 
which the Instrument must operate. 
However, even though the section does 
not explicitly so state, the given pressure 
of 15" Hg. is representative of normal op¬ 
erating pressure differentials. No sub¬ 
stantive change has been made as a re¬ 
sult of these comments, although the sec¬ 
tion has been redrafted in the interest of 
clarity. 

Pointing out that the usual tempera¬ 
ture range over which most instruments 
must perform is —30° to 50° C., one com¬ 
mentator voiced the opinion that there 
is no reason to make the requirement 
for the maximum allowable airspeed in¬ 
dicator any more severe. The FAA agrees 
that it is unreasonable to require full 
instrument performance at temperatures 
above 50° C., and section 3.1 has been 
amended accordingly. 

With regard to environmental condi¬ 
tions, the foreword of the Manual of the 
ICAO Standard Atmosphere (Document 
7488/2) explains that it contains inter¬ 
nationally accepted physical constants 
and conversion factors which agree with 
those in the U.S. Standard Atmosphere. 
The FAA does not, therefore, believe the 
ICAO Document need be referenced in 
the TSO as one commentator suggested. 
In this connection, since section 3.1 is 
addressed to temperature environmental 
conditions, section 3.2 has been amended 
to delete temperature and standard at¬ 
mosphere requirements. Section 3.2 has 
been further amended to replace the 50,- 
000-foot upper limit with a more objec¬ 
tive altitude requirement based on an 
applicant’s selected maximum altitude of 
intended operation. In view of the fore¬ 
going, the performance requirements of 
section 2.1(b) have been amended to re¬ 
quire that the environmental conditions 
selected must be declared as equipment 
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limitations. Atmospheric properties to be 
used for instrument calibration and per¬ 
formance testing purposes may be taken 
from the U.S. Standard Atmosphere, 
1962 (Geopotential Altitude Tables) or 
from an equivalent source. 

The table proposed in section 3.3 with 
respect to vibration was questioned as 
to frequency range requirements for non- 
shock mounted instrument panel instal¬ 
lations. In this regard, subsequent to 
Notice 67-13, the FAA promulgated vi¬ 
bration performance requirements for 
turn-and-slip indicators, TSO-C3b, in 
Amendment 37-13 (32 F.R. 12106, August 
23, 1967). The requirements stated in 
TSO-C3b are applicable to other instru¬ 
ments, including maximum allowable air¬ 
speed indicators, which are located in 
identical environments. Because the vi¬ 
bration requirements stated in Amend¬ 
ment 37-13 will provide needed clarifi¬ 
cation in the present action, and, in ad¬ 
dition, distinguish the requirements for 
reciprocating engine and turbine engine 
powered aircraft, section 3.3 has been 
changed to incorporate the vibration re¬ 
quirements issued in Amendment 37-13. 

In response to recommendations that 
section 3.4 state a period of time for 
exposure to specified humidity condi¬ 
tions, the section has been amended to 
require ability to withstand exposure for 
10 hours in accordance with the present 
TSO. The section as further amended, 
however, makes clear that performance 
is required following exposure to the 
extreme humidity condition rather than 
during exposure. 

Because of the various comments ad¬ 
dressed to compliance tests, the FAA has 
reviewed section 4 of the proposed stand¬ 
ard. The requirement that tests demon¬ 
strate the absence of any adverse effect 
due to prolonged operational usage could 
be construed to imply that life tests must 
be conducted. This was not the intent, 
however, and the last sentence of section 
4 has been amended to make clear that 
tests must be performed to demonstrate 
compliance with the environmental con¬ 
ditions specified in section 3. 

Two commentators recommended that 
TSO section 5 be further amended to 
include specific test procedures or, al¬ 
ternatively, that section 5 be supple¬ 
mented by an advisory cifcular. The 
recommendation to amend section 5 ex¬ 
ceeds the scope of the notice and cannot, 
therefore, be considered in this rule- 
making action. However, based upon 
experience with TSO C-46, the FAA does 
not believe it necessary in the interest 
of safety to promulgate detailed test 
procedure regulations. The flexibility af¬ 
forded by section 5 will permit a manu¬ 
facturer to select an SAE Aerospace 
Standard or other procedure best suited 
to his own test program. The alternative 
recommendation that acceptable test 
methods be set forth in an advisory cir¬ 
cular appears to have merit and the FAA 
contemplates further consideration of 
this suggestion. 

Other minor changes of an editorial or 
clarifying nature have been made to the 
TSO as it was proposed. They are not 
substantive, however, and do not impose 


6235 

any additional burden on regulated 
persons. 

Interested persons have been afforded 
the opportunity to participate in the 
making of this amendment and all 
relevant material submitted has been 
fully considered. 

(Secs. 313(a). 601, Federal Aviation Act of 
1958; 49 U.S.C. 1354(a), 1421) 

In consideration of the foregoing, and 
pursuant to the authority delegated to 
me by the Administrator (25 F.R. 6489), 

§ 37.145 of Part 37 of the Federal Avia¬ 
tion Regulations is amended to read as 
hereinafter set forth, effective May 24, 
1968. 

Issued in Washington, D.C., on April 17, 
1968. 

R. S. Sliff, 

Acting Director, 
Flight Standards Service. 

§ 37.145 Maximum allowable air.npced 
indicator systems—TSO—C46a. 

(a) Applicability. This technical 
standard order prescribes the minimum 
performance standards that maximum 
allowable airspeed indicator systems 
must meet in order to be identified with 
the applicable TSO marking. New models 
of the instrument that are to be so identi¬ 
fied, and that are manufactured on or 
after the effective date of this TSO, must 
meet the requirements of the “Federal 
Aviation Administration Standard, Max¬ 
imum Allowable Airspeed Indicator Sys¬ 
tems”, set forth at the end of this section. 

(b) Marking. In addition to the mark¬ 
ings required by § 37.7, the instrument 
must be marked to indicate its range in 
knots, and, if applicable, to identify the 
calibration employed to control the 
movement of the maximum allowable 
airspeed pointer in the Vuo and M* 0 
ranges, or to identify the particular air¬ 
craft type design on which the instru¬ 
ment is intended to be used. 

(c) Data requirements . In accordance 
§ 37.5, the manufacturer must furnish 
the Chief, Engineering and Manufactur¬ 
ing Branch, Flight Standards Division, 
Federal Aviation Administration, in the 
region in which the manufacturer is 
located, the following technical data: 

(1) Seven copies of the manufacturer's 
operating instruction, equipment limita¬ 
tions, and installation procedures. 

(2) One copy of the test report of the 
manufacturer. 

(d) Previously approved equipment. 
Maximum allowable airspeed indicator 
models approved prior to the effective 
date of this section may continue to be 
manufactured under the provisions of 
their original approval. 

Federal Aviation Administration Standard 

MAXIMUM ALLOWABLE AIRSPEED INDICATOR 
SYSTEMS 

1. Purpose. This document specifies min¬ 
imum performance standards for pitot-static 
type, maximum allowable airspeed Indicator 
systems which indicate continuously both 
indicated airspeed and maximum allowable 
airspeed. 

2. Performance requirements. 

2.1 General. 

(a) Materials. Materials must be of a 
quality demonstrated to be suitable and 
dependable for use in aircraft instruments. 
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(b) Environmental conditions. The instru¬ 
ment must be capable of performing its 
intended function and not be adversely 
affected during or following prolonged 
exposure to the environmental conditions 
6tated under section 3. Where optional 
environmental conditions are set forth, the 
conditions selected must be declared as 
equipment limitations. 

2.2 Detail requirements. 

(a) Indicating means. Indicated airspeed 
and maximum allowable airspeed must be 
displayed in such a manner that the 
numerical values on the scale increase in a 
clockwise, left to right, or bottom to top 
direction. 

(b) Case markings. The outlets in the case 
must be marked with "P” for the pitot 
pressure connection, and with **S M for the 
static pressure connection. 

2.3 Design requirements. 

(a) Adjustable settings. 

( 1 ) Maximum allowable airspeed pointer. 
An adjustable stop may be provided in the in¬ 
strument for limiting the movement of the 
maximum allowable airspeed pointer. If In¬ 
cluded. the design of this adjustment must 
be such that it will not afreet the Indication 
of the pointer when the altitude pressure 
conditions and Mach" Number setting are 
such that the limiting speed will be lower 
than that set by the adjustable stop. 

(2) Mach Number. If a readily accessible 
means is provided for setting the Instrument 
to any desired Mach Number, the value of the 
setting must be visible from the front of the 
instrument. When the instrument does not 
contain an external Mach Number setting 
adjustment, the value of the permanent 
Mach Number setting need not be visible 
from the front of the Instrument. 

(b) Visibility. The indicating means and 
all markings must be visible from any point 
within the frustum of a cone, the side of 
which makes an angle of at least 30° with the 
perpendicular to the dial and the small di¬ 
ameter of which 1s the aperture of the in¬ 
strument case. The distance between the dial 
and the cover glass must be a practical 
minimum. 

(c) Calibration. 

(1) Indicated airspeed pointer. The in¬ 
dicated airspeed pointer must indicate air¬ 
speed in accordance with the values con¬ 
tained in Table I. 

(2) Maximum allowable airspeed pointer . 
The maximum allowable airspeed pointer 
must indicate maximum allowable airspeed 
values in the Vmo and Mmo limit ranges 
which— 

(i) Follow the standard'fundamental re¬ 
lationships of subsonic compressible flow 
gas dynamics which are stated in appendix 
A; or 

(11) Are adjusted to account for design 
factors that are characteristic of a particular 
aircraft type design such as, but not limited 
to. static source pressure error variations 
and variable speed limitations with altitude. 

(d) Scale error. 

( 1 ) Instruments with permanent Mach 
Number setting. The indicated airspeed scale 
error and the maximum allowable airspeed 
scale error must not exceed the tolerances 
specified in Tables I and n, respectively, 
with the instrument set at its permanent 
Mach Number. 

(2) Instruments with means for external 
Mach Number setting adjustment. 

(i) The indicated airspeed scale error 
must not exceed the tolerances specified In 


Table I with the instrument set at the low¬ 
est Mach Number. 

(ii) The maximum allowable airspeed 
scale error must not exceed the tolerances 
specified in Table n with the Instrument 
set at the lowest Mach Number and at in¬ 
creasing Mach Number setting of not more 
than 0.10 to and including the maximum 
Mach Number. 

(e) Hysteresis. The reading of the maxi¬ 
mum allowable airspeed pointer first at 
30,000 feet altitude and then at 10,000 feet 
altitude must not differ by more than 2 
to assure the Instrument complies with the 
scale error requirements of section 2.3(d) (2) 
knots from the corresponding readings ob¬ 
tained for increasing altitudes during testa 
(11) ofthisTSO. 

(f) After effect. To assure the instrument 
complies with the scale error requirements 
of section 2.3(d)(2)(il) of this TSO, the 
maximum allowable airspeed pointer must 
return to its original readings, corrected for 
any change in atmospheric pressure, within 
3 knots, after not less than 1 or more than 
5 minutes have elapsed following completion 
of performance tests. 

(g) Friction. 

( 1 ) Maximum allowable airspeed pointer. 
The friction of the pointer must not produce 
an error exceeding 4 knots at each point in¬ 
dicated by an asterisk in Table II. 

(2) Indicated airspeed pointer. The fric¬ 
tion of the pointer must not produce an error 
exceeding 3 knots at each point indicated 
by an asterisk in Table I. 

(h) Leak. 

(1) Case leak. When subjected to a static 
pressure differential of 15 inches of mercury 
between the inside and outside of the case, 
the Internal pressure must not Increase be¬ 
cause of case leaks more than 0.05 inches of 
mercury at the end of 1 minute time follow¬ 
ing first application of the differential pres¬ 
sure. 

(2) Airspeed diaphragm leak. There must 
not be any apparent movement of the in¬ 
dicated airspeed pointer for 1 minute after 
a sequence of events In which pressure suf¬ 
ficient to produce full scale deflection of the 
Indicated airspeed pointer is applied to the 
pitot connection (static pressure connection 
open to atmosphere), the pressure source is 
stopped, and the connection tubing pinched. 

3. Environmental conditions. 

3.1 Temperature. The instrument must 
perform its intended function over the range 
of ambient temperature from —30° to 50° O. 
With the Instrument temperature stabilized 
at the limits of the range, the scale error 
must not exceed by more than 4.5 knots the 
tolerances specified in Tables I and n at the 
points marked with an asterisk. The instru¬ 
ment must not be adversely affected by ex¬ 
posure to the range of ambient temperature 
from -65° to 70° C. 

3.2 Altitude. The instrument must per¬ 
form its Intended function and must not 
be adversely affected when operating in the 
pressure range from —1,000 feet and the 
maximum altitude of Intended operation. 
The instrument must withstand an external 
case pressure of 50" Hg. absolute when In¬ 
stalled properly and vented to an atmos¬ 
pheric pressure of approximately 29.92" Hg. 
absolute. 

3.3 Vibration. The instrument must per¬ 
form its Intended function and must not be 
adversely affected when subjected to vibra¬ 
tions of the following characteristics: 


Instrument panel 
mounted (vibration 
isolated) 

Fro- Maximum Maxi- 
quency double mum no¬ 
cycles per amplitude coloration 
second (inches) 

Reciprocating engine 
powered aircraft_ 

. 5-60 

a 020 

L6g 

Turbine engine 
powered aircraft_ 

. 5-55 

a 020 

66-1000 


a25g 


3.4 Humidity. The instrument must per¬ 
form its intended function and must not be 
adversely affected following exposure to the 
extreme condition of relative humidity in the 
range from 0 to 95 percent at a temperature 
of approximately 70° O for a period of 10 
hours. 

4. Compliance tests. As evidence of compli¬ 
ance with this standard, the manufacturer 
must perform evaluation tests on prototype 
instruments to demonstrate proper design, 
reliability In performance of its intended 
functions, and conformity with the perform¬ 
ance standards of section 2. Tests must also 
be performed to demonstrate compliance with 
the environmental condition requirements 
specified in section 3. 

5. Individual performance tests. The man¬ 
ufacturer must conduct such tests as may be 
necessary on each instrument to assure that 
it will meet the minimum performance re¬ 
quirements of sections 2.3 (b) through 2.3(h). 


Table I 


Speed knots 

Impact pressure (qe) 
inches llg at 25° C. 

Tolerance knots 

60 

a 1198 

± 4.0 

•fiO 

.1727 

2.0 

80 

.3075 

2.0 

•100 

.4814 

2.0 

120 

.6050 

2.0 

•150 

1.091 

2.5 

180 

1.580 

2.9 

•200 

1.950 

3.0 

230 

2.610 

3.0 

•250 

3.100 

3.0 

280 

3.924 

3.5 

•300 

4.634 

3.5 

320 

5.195 

3.5 

•350 

6.286 

4.0 

370 

7.082 

4.5 

•400 

8.385 

5.0 

430 

9.826 

5.6 

•460 

10.87 

6.0 

480 

12.56 

7.0 

•500 

13.78 

7.0 

620 

15.07 

7.0 

•550 

17.16 

8.5 

670 

18.66 

8.6 

•600 

21.07 

9.0 

630 

23.71 

9.5 

•050 

25.69 

10.0 


Tablx n 


Altitude 

feet 

Pressure 

inches 

mercury 

Maximum speed 
pointer tolerance 
rfcknots 

0 

29.921 


••4 

•6,000 

24.896 



10,000 

20.577 



•15,000 

16.886 



20,000 

13.750 



•25,000 

11.104 



30,000 

8.885 



•35.000 

7.041 



40,000 

5.538 



•45,000 

4.355 



60,000 

3.425 

••4 


••From indicated airspeed corresponding to maximum 
equivalent airspeed or maximum mneb whichever is 
the limiting factor. 
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Appendix A 

RELATIONSHIPS FOR CALIBRATING MAXIMUM ALLOWABLE AIRSPEED POINTER 

(1) For altitudes from sea level to altitude where Vmq-=.Mmo: 

(2) For altitudes where Muo is limiting factor: 




[ Airspace Docket No. 68-CE-28 ] 


Where: 

Vmo = Maximum allowable Indicated air¬ 
speed in knots/ 

Mho— Maximum allowable mach. 

k= Ratio of specific heats = 1.40 for air. 

Po= Pressure at sea level in inches of Hg. 

P= Ambient static pressure in inches of 
Hg. 

Ct» — Speed of sound at sea level=661.48 
knots. 

a — Density ratio at altitude. 

Va = Maximum equivalent airspeed in 
knots. 

[FR. Doc. 68-4856; Filed. Apr. 23, 1868; 

8:46 a.m.J 


[Airspace Docket No. 68-WE-36) 

PART 71—designation of federal 

AIRWAYS, CONTROLLED AIRSPACE, 

AND REPORTING POINTS 

Alteration of Control Zone 

The purpose of this amendment to 
Part 71 of the Federal Aviation Regula¬ 
tions is to amend the description of the 
Chandler, Ariz., control zone. This action 
is necessitated by a change in the JAL 
TACAN approach for Williams Air Force 
Base, utilizing the Chandler TACAN 
293' M (307° T) radial in lieu of the 
300° M (314° T) radial. 

Since this action imposes no additional 
burden on any person, notice and public 
procedure hereon are unnecessary. 

In consideration of the foregoing. Part 
71 of the Federal Aviation Regulations is 
amended as hereinafter set forth: 

In §71.171 (33 F.R. 4171) the Chan¬ 
dler, Ariz., control zone is amended to 
read as follows: 

Chandler, Ariz. 

Within a 5-mlle radius of Williams AFB 
(latitude 33°18'25" N., longitude lll c 39'35" 
W.), within 2 miles each side of the 
Chandler TACAN 117° radial extending from 
the 5-mlle radius zone to 8 miles southeast 
of the TACAN. within 2 miles each side of 
the Chandler TACAN 141° radial extending 
from the 5-mile radius zone to 9 miles south¬ 
east of the TACAN. and within 2 miles each 
side of the Chandler TACAN 307® radial 
extending from the 5-mile radius zone to 
8 miles northwest of the TACAN. This con¬ 
trol zone Is effective from 0700 to 1700 
hours local time, Monday through Friday, 
excluding Federal legal holidays. 

Effective date. This amendment shall 
be effective 0401 G.m.t. June 20, 1968. 

Issued in Los Angeles, Calif., on April 
12,1968. 

Arvin O. Basnight, 
Director, Western Region. 

[FR. Doc. 68-4853; Filed, Apr. 23, 1968, 
8:46 a.m.] 


PART 71—DESIGNATION OF FEDERAL 

AIRWAYS, CONTROLLED AIRSPACE, 
AND REPORTING POINTS 

Alteration of Control Zone and 
Transition Area 

The purpose of these amendments to 
Part 71 of the Federal Aviation Regula¬ 
tions is to alter the Grandview, Mo., 
control zone and transition area. 

Within the near future the Richards 
Gebaur Air Force Base VOR will be 
decommissioned and the Air Force 
instrument approach procedures predi¬ 
cated on these facilities will either be 
changed or canceled. As a result, the 
Grandview control zone and transition 
area must be modified so as to provide 
controlled airspace protection for air¬ 
craft executing the altered instrument 
approach procedures and deleted with 
respect to the canceled approach proce¬ 
dures. 

Since the proposed alterations and 
deletions of airspace will reduce the 
existing designated Grandview control 
zone and transition area, they will not 
impose any additional burden on any 
person. Therefore, notice and public pro¬ 
cedure hereon are unnecessary. 

In consideration of the foregoing, 
Part 71 of the Federal Aviation Regula¬ 
tions is amended effective 0901 G.m.t., 
June 20, 1968, as hereinafter set forth' 

(1) In §71.171 (33 Fit. 2058), the 
following control zone is amended to 
read: 

Grandview. Mo. 

Within a 5-mile radius of Rlchards-Gebaur 
AFB, Grandview, Mo. (latitude N., 

longitude 94*33'20" W.); and within 2 miles 
each side of the Rlchards-Gebaur AFB 
TACAN 195* radial extending from the 6-mlle 
radius zone to 8 miles south of the TACAN, 
excluding the portion north of latitude 
38 l> 52'30" N., and west of longitude 

94°35'50" W. 

(2) In §71.181 (33 F.R. 2137), the 
following transition area is amended to 
read: 

Grandview, Mo. 

That airspace extending upward from 700 
feet above the surface within an 8-mile 
radius of Rlchards-Gebaur AFB, Grandview, 
Mo. (latitude 38°50'50" N., longitude 

94“33'20" W.); within 2 miles each side of 
the Rlchards-Gebaur AFB ILS localizer south 
course, extending from the 8-mile radius 
area to 12 miles south of the LOM; within 2 
miles each side of the Rlchards-Gebaur AFB 
TACAN 195® radial, extending from the 8- 
mile radius area to 12 miles south of the 
TACAN; within 2 miles west and 6 miles east 


of Rlchards-Gebaur AFB Runway 36 center- 
line extended to the north, extending from 
the 8-mlie radius area to 10 miles north of 
the north end of the runway, excluding the 
Kansas City, Mo., transition area; and within 
an 8-mile radius of Olathe NAS Airport (lati¬ 
tude 38-50W' N.. longitude 94°53'30" W.); 
and that airspace extending upward from 
1,200 feet above the surface within the area 
bounded on the south by latitude 38°00'00" 
N., on the west by the east edge of V-12, on 
the north by the arc of a 10-mlle radius circle 
centered on the Kansas City, Mo., Municipal 
Airport (latitude 39°07'20" N., longitude 
94° 35'30" W.), and on the east by the west 
edge of V-159, excluding the Emporia, Kans., 
and Wichita, Kans., transition areas. 

(Sec. 307(a), Federal Aviation Act of 1958; 
49 U.S.C. 1348) 

Issued at Kansas City, Mo., on April 8, 
1968. 

Daniel E. Barrow, 
Acting Director, Central Region. 

[FR. Doc. 68-4854; Filed, Apr. 23, 1968; 

8:46 a.m.] 


[Airspace Docket No. 68-WE-37] 

PART 71—designation of federal 

AIRWAYS, CONTROLLED AIRSPACE, 

AND REPORTING POINTS 

Alteration of Transition Area 

The purpose of this amendment to 
Part 71 of the Federal Aviation Regula¬ 
tions is to alter the description of the 
Grand Junction. Colo., transition area. 

The Federal Aviation Administration 
has designated a VOR Federal Airway 
No. 8 south alternate segment from 
Grand Junction, Colo., to Kremmling, 
Colo., via the intersection of the Grand. 
Junction 074° T (059° M) and Kremm¬ 
ling 228° T (214° M) radials. The air¬ 
way segment designated in the Grand 
Junction 074° T radial overlies the 
12,700-foot floor portion of the Grand 
Junction transition area. Since this is a 
duplication of airspace designation, ac¬ 
tion is taken herein to revoke that seg¬ 
ment of the transition area that coin¬ 
cides with the airway segment. 

Since this amendment is minor in na¬ 
ture and imposes no additional burden 
on any person, notice and public pro¬ 
cedure hereon are unnecessary. 

In consideration of the foregoing. Part 
71 of the Federal Aviation Regulations Is 
amended as hereinafter set forth: 

In § 71.181 (33 F.R. 2187) the Grand 
Junction, Colo., transition area is 
amended by deleting all after “• • * 
Grand Junction VORTAC 318° radial.” 

Effective date. This amendment shall 
be effective 0901 G.m.t., June 20, 1968. 

Issued in Los Angeles, Calif., on April 
12,1968. 

Arvin O. Basnight, 
Director, Western Region . 

[FR. Doc. 68-4855; Filed, Apr. 23, 1968; 

8:46 am.] 
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Chapter II—Civil Aeronautics Board 
SUBCHAPTER A—ECONOMIC REGULATIONS 

[Reg. ER-533; Arndt. 6] 

PART 202—TERMS, CONDITIONS 
AND LIMITATIONS OF CERTIFI¬ 
CATES OF PUBLIC CONVENIENCE 
AND NECESSITY; INTERSTATE AND 
OVERSEAS ROUTE AIR TRANS¬ 
PORTATION 

Airport Authorization 

Adopted by the Civil Aeronautics 
Board at its office in Washington, D.C., 
2d day of April 1968. 

On November 8, 1967, by notice of 
proposed rule making, EDR^126 (32 F.R. 
15676), Docket 19234, the Board pro¬ 
posed to amend Parts 202 and 203 of its 
economic regulations to provide for au¬ 
tomatic revocation of an airport au¬ 
thorization upon nonuse of the airport 
and to conform the initial authorization 
procedures in these parts. 

Sections 202.3 and 203.5, applying to 
interstate and overseas route air trans¬ 
portation and foreign air transportation, 
respectively, presently provide differing 
procedures whereby air carriers can ob¬ 
tain authorizations to regularly serve a 
point through an airport not then regu¬ 
larly used or authorized to be used to 
serve the point. However, once a carrier 
becomes authorized to use an airport, 
that authorization is valid indefinitely, 
even if the carrier ceases to provide reg¬ 
ular service through the airport. The 
proposed amendment would have auto¬ 
matically revoked a carrier’s authority 
to use an airport upon failure to use it 
for regular service for 30 days. Not in¬ 
cluded in this 30-day period w T ere lapses 
of service pursuant to a provision in the 
carrier’s certificate authorizing such 
interruptions on a seasonal basis and 
lapses for certain other specified reasons. 

Comments have been received from 
two trunkline carriers, 1 * one all-cargo 
carrier, 3 and nine civic parties. 3 No ob¬ 
jection was raised to conforming the pro¬ 
cedures in Parts 202 and 203 for initially 
obtaining airport authorizations. Op¬ 
position to automatic revocation of the 
authorizations was confined to certain of 
the civic parties which believed that this 
procedure would provide carriers with 
a means of evading a certificate obliga¬ 
tion to serve a point. In addition, all of 
the other civic groups also addressed 
themselves to this point and desired clar¬ 
ification of proposal. The earners re¬ 
quested certain modifications. Seaboard 
suggesting that automatic revocation not 
apply to international all-cargo carriers, 
TWA suggesting that all authorized in¬ 
terruptions of service be exempted from 


1 Eastern Air Lines, Inc., and Trans World 

Airlines, Inc. 

3 Seaboard World Airlines, Inc. 

* Greater Cincinnati Airport, Greater Cin¬ 
cinnati Chamber of Commerce, city of Day- 
ton, city and county of Denver, city of 
Kansas City. Mo., Louisville and Jefferson 
County Air Board, city of Philadelphia, city 
of Trenton and Mercer County. N.J., and the 
Greater Trenton Chamber of Commerce. 
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automatic revocation and Eastern sug¬ 
gesting that automatic revocation take 
place only after a carrier had ceased us¬ 
ing an airport for 6 months. After full 
consideration, the Board has decided to 
adopt the proposed rule with certain 
minor modifications. Accordingly, except 
as modified herein, the findings set forth 
in EDR-126 are hereby adopted. 

It is to be noted first that our adoption 
of the automatic revocation provision in 
no way alters any certificate obligation 
to serve a point. The entire airport no¬ 
tice procedure relates only to the choice 
of the airport used to serve a point.* We 
have altered the amendments to more 
clearly reflect this fact, and to insure 
that automatic revocation of a carrier’s 
airport authorization will not take place 
in the event that the cessation of service 
through the airport results from an un¬ 
lawful suspension of service to the point 
in question. In sum, the primary function 
of the new revocation provision will be 
to inform the Board of a carrier’s ter¬ 
mination of use of an airport and to re¬ 
quire that carriers obtain new airport 
authorizations upon failure to use an 
airport for a substantial period of time. 

In the notice it was proposed that non¬ 
use of an airport for 30 days would de¬ 
prive a carrier of its right to use the air¬ 
port in regular service. Eastern has as¬ 
serted that this period is too short and 
would complicate its efforts to experi¬ 
ment with schedules to and from un¬ 
congested airports where points are 
served by multiple airports. Therefore it 
recommends that automatic revocation 
of an airport authorization take place 
only after nonuse of an airport for 6 
months. Because we are inclined to ac¬ 
cept Eastern’s assertion that the 30-day 
period is too short to permit the neces¬ 
sary flexibility in this area, we have ex¬ 
tended to 60 days the period during 
which an airport authorization will re¬ 
main valid in the face of nonuse of the 
airport by the carrier. However, the 
Board believes that extending this period 
to 6 months would be unwarranted in 
that it would tend to undercut the basic 
purpose of the new regulation. 

TWA proposes that any service inter¬ 
ruption authorized by a carrier’s certifi¬ 
cate or by any other Board action or 
order be exempted from automatic re¬ 
vocation, except when such interruption 
is unlimited or for an indefinite period. 
This would expand the present exclusion 
of interruptions resulting from a certifi¬ 
cate clause permitting seasonal service. 
We believe that TWA’s suggestion has 
merit and we will therefore adopt It. 
However, in order to preserve the basic 
purpose of the rule, the rule will provide 
that automatic revocation will take place 
when the service interruption exceeds 
1 year. 

Seaboard asserts that the application 
of automatic revocation to international 


4 It should be noted that the automatic 
revocation provision would not be operative 
at all in the situations where the airport to 
be used to serve a point is designated in the 
carrier’s certificate. In such a case, cessation 
of service to the airport would violate the 
carrier’s legal obligation to provide service. 


all-cargo carriers will undercut the con¬ 
cept of “cargo flexibility,” which permits 
these carriers to route aircraft and make 
schedule adjustments to meet “market” 
requirements. In order to alleviate prob¬ 
lems in this regard, the Board has made 
the automatic revocation provision of 
Part 203 applicable only to domestic air¬ 
ports and has clarified the provision in 
both parts to exclude nonuse of an air¬ 
port where such nonuse occurs while 
flag-stop service is being offered through 
the airport. 

Certain changes of a purely editorial 
nature have also been made herein in 
§§ 202.3(c), 202.4(c), 202.5(b), and Ap¬ 
pendix A to Part 202. 

In consideration of the foregoing, the 
Board hereby amends Part 202 of its 
economic regulations (14 CFR Part 202) 
effective May 24, 1968, as follows: 

1. Amend the table of contents of Part 
202 as follows: 

Sec. 

202.5 Piling and service of documents; pro¬ 
cedure thereon; petitions for re¬ 
consideration. 

2. Amend § 202.3 by modifying para¬ 
graph (c) and by adding a new para¬ 
graph (d) to read as follows: 

§ 202.3 Airport authorization. 

* • * * • 

(c) Service of application . A copy of 
each airport notice or application for 
permission to use an airport shall be 
served upon such persons as the Board 
may designate in a particular case, and 
shall be served upon the following per¬ 
sons in all cases: 

(1) The Postmaster General, marked 
for the attention of the Assistant Post¬ 
master General—Bureau of Transpor¬ 
tation and International Services; 

• * * • • 

(d) Automatic revocation. (1) Where 
a certificate holder has been authorized 
to serve a point regularly through two 
or more airports, failure to provide regu¬ 
larly scheduled air transportation 
through one of those airports for 60 
days shall automatically revoke any au¬ 
thorization to regularly use that airport. 
Regular service through the airport may 
be resumed only upon compliance with 
and pursuant to the procedures set forth 
in paragraph (a) of this section: Pro - 
vided , however. That the following shall 
not be included in the 60-day period: (i) 
Nonuse of an airport for any period in 
which regularly scheduled service is of¬ 
fered through the airport on a flag-stop 
basis; and (ii) periods during which a 
carrier has failed to regularly use an 
airport as a result of any of the condi¬ 
tions listed in § 205.8(a) of this chapter. 

(2) The suspension of service to a 
point by a carrier for 1 year, pursuant to 
a provision in its certificate or pursuant 
to Board order or exemption, shall re¬ 
voke any authorization to use an airport 
to serve that point. Regular service 
through the airport may be resumed 
only upon compliance with and pursuant 
to the procedures set forth in paragraph 
(a) of this section. Within 30 days after 
the day a carrier’s airport authorization 
is automatically revoked by the terms of 
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this section, the carrier shall file with 
the Board a notice conspicuously en¬ 
titled Termination of Service Notice, 
setting forth, as a minimum amount of 
information, the name of the airport 
and date of cessation of regular service. 
A recommended format of the Termi¬ 
nation of Service Notice is set forth as 
Appendix B to this part. 

3. Amend § 202.4(c) as follows: 

§ 202.4 Service pattern cliange. 

(c) Service of application. A copy of 
each Application for Change in Serv¬ 
ice Pattern shall be served upon such 
persons as the Board may designate in 
a particular case, and shall be served 
upon the following persons in all cases: 

(1) The Postmaster General, marked 
for the attention of the Assistant Post¬ 
master General—Bureau of Transporta¬ 
tion and International Services: 

• • » • • 

4. Amend § 202.5 by amending its title 
and paragraphs (a) and (b) to read as 
follows: 

§ 202.5 Filing and service of documents; 
procedure thereon; petitions for re¬ 
consideration. 

(a) Number of copies and certificate 
of service. An original and three copies 
of each Airport Notice and Termination 
of Service Notice and an original and 
nineteen copies of each Application for 
Change in Service Pattern and applica¬ 
tion for permission to use an airport 
shall be filed with the Board, each set¬ 
ting forth the names and addresses of 
the persons required to be served and 
stating that service has been made on 
all such persons by personal service or 
by registered or certified mail, and the 
date of such service. In the case of serv¬ 
ice by mail, the date of mailing shall be 
considered the date of service. Each copy 
of a notice or application served pur¬ 
suant to this part shall state that such 
service is made pursuant to this part. 

(b) Pleadings by interested persons. 
Any interested person may file and serve 
upon the air carrier, and those persons 
required by §§ 202.3 and 202.4 to be 
served with the airport notice or applica¬ 
tion for permission to use an airport or 
for change in service pattern, a memo¬ 
randum in opposition to, or in support of, 
such notice or application within 15 days 
of the filing of airport notices and within 
20 days of the filing of an application 
for permission to use an airport or 
change of service pattern. Such memo¬ 
randa shall set forth in detail the reasons 
for the position therein taken, with a 
statement of economic data and other 
matters which it is desired that the Board 
shall officially notice. An executed orig¬ 
inal and three copies in the case of air¬ 
port notices, 19 copies in the case of ap¬ 
plications for permission to use an air¬ 
port or change of service pattern, shall 
be filed with the Docket Section of the 
Board. In the case of airport notices, such 
memoranda shall be marked for the at¬ 
tention of the Director, Bureau of Op¬ 
erating Rights. Unless ordered by the 
Board upon application or upon its own 


motion, further pleadings will not be en¬ 
tertained. 

• • • • • 

5. Amend “Appendix A” of Part 202 
to read as follows: 

Appendix A 

RECOMMENDED AIRPORT NOTICE FORM 

Date__ 

To: Director, Bureau of Operating Rights, 
Civil Aeronautics Board, Washington, 
D.C. 20428. 

Re: Airport Notice filed pursuant to Part 202 
of Economic Regulations. 

Dear Sir: Transmitted herewith are an 
original and three copies of this notice to 

advise that_(air carrier) Intends 

to Inaugurate service to the following points 
through the following airports: 

Point - 

Airport_ 

Service to be Inaugurated on or after- 

Give exact longitude and latitude of the air¬ 
port to be served (applicable only if air¬ 
port is not already being used by an air 

carrier pursuant to this part)- 

Indicate whether waiver of 30-day provision 
Is requested_- 

Notice: The regulations of the Civil Aero¬ 
nautics Board provide that memoranda In 
support of or In opposition to this airport 
notice may be filed with the addressee above 
within 15 days of the date of filing hereof. 
Such memoranda shall be served on the ap¬ 
plicant carrier and the persons on whom this 
notice has been served. 


(Signature) 


(Title) 

certificate of service 

I hereby certify that I have this day 
served (state manner of service) copies of 
this airport notice on the Postmaster Gen¬ 
eral, marked for the attention of the Assist¬ 
ant Postmaster General, Bureau of Trans¬ 
portation and International Services; the 
Federal Aviation Administration, for the at¬ 
tention of the Director, Airport Services; the 
Mayor or Chief Executive of the cities of 

_(address), and the 

Governor of the State of_(ad¬ 

dress), (or the State Commission or agency 
having Jurisdiction of transportation by air 

within the State of_(address)); 

the following scheduled air carriers:- 

_(name and address): and 

the airport managers of the following air¬ 
ports: _- (Airport 

name and address). 


(Signature) 


(Title) 

6. Add the following “Appendix B” to 
Part 202: 

Appendix B 

recommended termination of service notice 
Date_ 

To: Director. Bureau of Operating Rights, 
Civil Aeronautics Board. Washington, 
D.C. 20428. 

Re: Termination of Service Notice filed 
pursuant to Part 202 of Economic 
Regulations. 

Dear Sir: Transmitted herewith are an 
original and three copies of this notice to ad¬ 
vise that_(air car¬ 

rier) will cease to provide regular service on 

_(date) to the following points 

through the following airports: 


Point — 
Airport 


(Signature) 


(Title) 

(Secs. 204, 401, Federal Aviation Act of 1958, 
as amended; 72 Stat. 743. 754; 49 UB.C. 1324, 
1371) 

Note: The reporting requirements con¬ 
tained herein have been approved by the 
Bureau of the Budget In accordance with the 
Federal Reports Act of 1942. 

By the Civil Aeronautics Board. 

[seal] Harold R. Sanderson, 

Secretary. 

[F.R. Doc. 68-4904; Filed, Apr. 23, 1968; 

8:50 a.m.] 

(Reg. ER-534; Arndt. 7] 

PART 203—TERMS, CONDITIONS, 

AND LIMITATIONS OF CERTIFI¬ 
CATES OF PUBLIC CONVENIENCE 

AND NECESSITY; FOREIGN AIR 

TRANSPORTATION 

Airport Authorization 

Adopted by the Civil Aeronautics Board 
at its office in Washington, D.C., 2d day 
of April 1968. 

On November 8, 1967, by notice of 
proposed rule making, EDR-126 (32 

F.R. 15676), Docket 19234, the Board 
proposed to amend Parts 202 and 203 
of its economic regulations to provide 
for automatic revocation of an airport 
authorization upon nonuse of the airport 
and to conform the initial authorization 
procedures In these parts. As discussed 
in the amendment to Part 202, Regula¬ 
tion ER-533 published simultaneously 
herewith, the proposal has been modified 
in certain minor respects. Furthermore, 
certain editorial changes have also been 
made herein in §§ 203.1 and 203.7 (a) 
and (b) . x 

In light of the comments received and 
the findings set out in ER^-533, the Board 
hereby amends Part 203 of the Economic 
Regulations (14 CFR Part 203) effective 
May 24, 1968, as follows: 

1. Amend the table of contents of Part 
203 as follows: 

Sec. 

203.5 Airport authorization. 

203.8 Filing and service of documents; pro¬ 
cedures thereon; petitions for re¬ 
consideration. 


*It may be noted that under the present 
regulations, the practice has been to require 
the separate filing of airport notices for 
use in interstate and overseas air transporta¬ 
tion and foreign air transportation. However, 
only one notice has been required for all 
Interstate and overseas operations through 
an airport, whereas a separate notice has 
been required for each foreign route on which 
an airport has been used. Since the airport 
notice provisions of Parts 202 and 203 are 
now being conformed, the filing require¬ 
ments applicable to Interstate and overseas 
air transportation will henceforth be appli¬ 
cable to foreign air transportation. However, 
separate notices wUl continue to be required 
for Interstate and foreign service, since Parts 
202 and 203 are separately applicable to 
foreign and domestic certificates. 


No. 80-3 
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2. Amend § 203.1 to read as follows: 

§ 203.1 General. 

Unless the order authorizing the issu¬ 
ance of a particular certificate shall 
otherwise provide, there shall be attached 
to the exercise of the privileges granted 
by each certificate of public convenience 
and necessity authorizing an air carrier 
to engage in foreign air transportation 
issued pursuant to section 401 of the 
Federal Aviation Act of 1958, as amended, 
the terms, conditions, and limitations 
set forth in this part and such other 
terms, conditions, and limitations as 
may from time to time be prescribed by 
the Board and approved by the President 
of the United States. 

3. Amend § 203.5, by amending its title, 
modifying existing paragraph (a), adopt¬ 
ing new paragraphs (b) and (c), and 
designating existing paragraph (b) as 
(d). As amended, § 203.5 will read as 
follows: 

§ 203.5 Airport authorization. 

(a) Airport notice. An airport notice is 
required to be filed with the Board if the 
holder of a certificate desires to serve 
regularly a point named in such cer¬ 
tificate, or a point which the holder is 
otherwise authorized to serve regularly, 
through an airport not then regularly 
used or authorized to be used by the 
holder to serve such point: Provided, 
however. That if the holder of a cer¬ 
tificate desires to serve a point through 
an airport through which it already 
serves another point on its route, and to 
retain both points in its certificate, the 
holder is required to file with the Board 
an application for permission to use an 
airport; and such holder shall not file 
an airport notice. Such application shall 
conform in all respects to the procedure 
set forth in paragraph (b) of this sec¬ 
tion and §§ 203.7 and 203.8. When an air¬ 
port notice is required hereunder, the 
certificate holder shall file it with the 
Board at least 30 days prior to the pro¬ 
posed date of inauguration of the use 
of the airport. Such notice shall be con¬ 
spicuously entitled Airport Notice; shall, 
as a minimum amount of information, 
describe such airport by name and, if it 
is not an airport already being used by an 
air carrier subject to the provisions of 
this part, state its location; shall state 
the date of intended inauguration of 
service and whether a waiver of the 30- 
day notice provision is requested; and 
shall contain a notice to the persons 
served that they may, within 15 days of 
the date the notice was filed, file and 
sen&e memoranda in support of, or in op¬ 
position to, the notice. A recommended 
format of the Airport Notice is set forth 
as Appendix A to this part. The use of 
such airport may be inaugurated 30 days 
after the filing of such notice, unless the 
Board notifies the holder within said 30- 
day period that it appears to the Board 
that such use may adversely affect the 
public interest, in which event such use 
shall not thereafter be inaugurated (ex¬ 
cept as may be expressly permitted by 
such notification from the Board) unless 
and until the Board finds, upon applica¬ 
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tion filed by the holder, pursuant to 
paragraph (b) of this section, that the 
public interest would not be adversely 
affected by such use. The Board may per¬ 
mit the use of an airport at any time 
after the filing of the airport notice 
whenever the circumstances warrant 
such action. In no event shall the provi¬ 
sions of this section be construed as au¬ 
thorizing an air carrier to receive at one 
airport and discharge at any other air¬ 
port serving the same point passengers or 
property moving locally between the two 
airports, or passengers or property mov¬ 
ing as part of a through journey to or 
from some other point which such car¬ 
rier receives from, or transfers to, an¬ 
other air carrier at one of the two air¬ 
ports. This prohibition does not apply 
to the carriage between airports of 
through traffic which the air carrier per¬ 
forming the interairport service receives 
from, or transfers to, one of its own 
flights. 

(b) Application for permission to use 
an airport. (1) Where an air carrier seeks 
to serve a point through an airport 
through which it already serves another 
point on its route and to retain both 
points in its certificate, it shall file with 
the Board an application for permis¬ 
sion to use an airport. 

(2) Following notification by the 
Board that the use of an airport proposed 
in an airport notice filed pursuant to 
paragraph (a) of this section may ad¬ 
versely affect the public interest, the air 
carrier may file an application for per¬ 
mission to use such airport. An applica¬ 
tion filed pursuant to either subpara¬ 
graph (1) or (2) of this paragraph shall 
be conspicuously entitled “Application 

for Permission to use the_ 

Airport for Serving_” and 

shall set forth the information required 
in the airport notice as well as any other 
facts relied upon to establish that the 
proposed airport use is in the public 
interest, a statement of economic data 
or other matters which it is desired that 
the Board officially notice, and a notice 
to the persons served that they may, 
within 20 days of the date the applica¬ 
tion was filed, file and serve memoranda 
in support of, or in opposition to, the 
application. 

(c) Automatic revocation. (1) Where 
a certificate holder has been authorized 
to serve a point located in the United 
States regularly through two or more air¬ 
ports, failure to provide regularly sched¬ 
uled air transportation through one of 
those airports for 60 days shall auto¬ 
matically revoke any authorization to 
regularly use that airport. Regular serv¬ 
ice through the airport may be resumed 
only upon compliance with and pursuant 
to the procedures set forth in paragraph 
(a) of this section: Provided, however , 
That the following shall not be included 
in the 60-day period: (i) Nonuse of an 
airport for any period in which regularly 
scheduled service is offered through the 
airport on a flag-stop basis; and (ii) 
periods during which a carrier has failed 
to regularly use an airport as a result 
of any of the conditions listed in § 205.8 
(a) of this chapter. 


(2) A carrier’s suspension of service to 
a point located in the United States for 
1 year, pursuant to a provision in its 
certificate or pursuant to Board order 
or exemption, shall revoke any author¬ 
ization to use an airport to serve that 
point. Regular service through the air¬ 
port may be resumed only upon com¬ 
pliance with and pursuant to the pro¬ 
cedures set forth in paragraph (a) of this 
section. 

(3) Within 30 days after the day a 
carrier’s airport authorization is auto¬ 
matically revoked by the terms of this 
section, the carrier shall file with the 
Board a notice conspicuously entitled 
Termination of Service Notice, setting 
forth, as a minimum amount of informa¬ 
tion, the name of the airport and date of 
cessation of regular service. A recom¬ 
mended format of the Termination of 
Service Notice is set forth as Appendix 
B to this part. 

(d) Obligation to use foreign airport. 
If at any time the holder of a certificate 
is required, in order to comply with any 
obligation, duty, or liability imposed by 
any foreign country (other than any 
obligation, duty or liability arising out 
of a contract or other agreement entered 
into between an air carrier or any officer 
or representative thereof, and any foreign 
country, if such contract or agreement 
shall have been disapproved by the Board 
as being contrary to the public interest) 
to serve regularly a point or points in 
such foreign country through any airport 
not then regularly used by such holder, 
such holder shall file with the Board 
written notice of such requirement. Such 
notice shall be filed within 20 days after 
the air carrier shall have been advised 
of such requirement; shall be conspicu¬ 
ously entitled Airport Notice—Foreign 
Air Transportation—Change Required 
by Foreign Country; and shall fully set 
forth the facts and circumstances re¬ 
lating* to such requirement. The use of 
such airport may be inaugurated im¬ 
mediately upon the filing of such notice 
and may be continued unless and until 
the Board, after notice and public hear¬ 
ing, shall disapprove the use of such air¬ 
port as being contrary to the public 
interest, or unless and until the Board 
shall find, after investigation, that such 
requirement of the foreign country is not 
in effect. 

4. Amend § 203.7 as follows: 

§ 203.7 Persons upon whom notice must 
be served. 

A copy of each Application for Change 
in Approved Service Plan—Foreign Air 
Transportation, Notice of Nonstop Serv¬ 
ice in Foreign Air Transportation, Air¬ 
port Notice—Foreign Air Transportation, 
Notice of Nonstop Service Required by 
Foreign Country. Notice of Additional 
Stop Required by Foreign Country, 
Notice of Terminal Change Required by 
Foreign Country, or application for per¬ 
mission to use an airport, as the case 
may be, filed with the Board pursuant to 
this part by the holder of a certificate of 
public convenience and necessity, shall 
be served upon the following: 
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(a) The Postmaster General, marked 
for the attention of the Assistant Post¬ 
master General—Bureau of Transporta¬ 
tion and International Services, if the 
holder’s certificate authorizes the trans¬ 
portation of mail; 

<b) The Secretary of State, marked 
for the attention of Director, Office of 
Aviation, Bureau of Economic Affairs; 
• • * • • 

(d) In the case of an Airport Notice— 
Foreign Air Transportation or applica¬ 
tion for permission to use an airport, 
each scheduled air carrier which regu¬ 
larly renders service to or from the point 
intended to be served through the pro¬ 
posed airport; and also the Federal Avia¬ 
tion Administration, marked for the at¬ 
tention of the Director of Airport 
Services; 

• • • • * 

5. Amend § 203.8 to read as follows: 

§ 203.8 Filing and service of documents; 
procedures tlicrcon; petitions for re¬ 
consideration. 

(a) Number of copies and certificate 
of service. An original and three copies 
of each Approved Service Plan—Foreign 
Air Transportation, Notice of Nonstop 
Service Required by Foreign Country, 
Notice of Additional Stop Required by 
Foreign Country, Notice of Terminal 
Change Required by Foreign Country, 
and Airport Notice—Foreign Air Trans¬ 
portation, and an original and 19 copies 
of each application, or Notice of Non¬ 
stop Service in Foreign Air Transporta¬ 
tion shall be filed with the Board, each 
setting forth the names and addresses 
of the persons required to be served and 
stating that service has been made on 
all such persons by personal service or 
by registered or certified mail, and the 
date of such service. In the case of serv¬ 
ice by mail, the date of mailing shall be 
considered the date of service. Each copy 
of a notice or application served pur¬ 
suant to this part shall state that such 
service is made pursuant to this part. 

(b) Pleadings by interested persons. 
Any interested person may file and serve 
upon the air carrier, and those persons 
required by § 203.7 to be served with an 
airport notice or application for per¬ 
mission to use an airport, a memorandum 
in opposition to, or in support of, such 
notice or application within 15 days of 
the filing of the notice or within 20 days 
of the filing of the application. Such 
memoranda shall set forth in detail the 
reasons for the position taken therein, 
with a statement of economic data and 
other matters which it is desired that 
the Board shall officially notice. An ex¬ 
ecuted original and three copies in the 
case of notices, and 19 copies in 
the case of applications, shall be filed 
with the Docket Section of the Board. 
In the case of airport notices, such 
memoranda shall be marked for the 
attention of the Director, Bureau of 
Operating Rights. Unless ordered by the 
Board, upon application or upon its own 
motion, further pleadings will not be 
entertained. 
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(c) Petitions for reconsideration. A 
petition for reconsideration of the 
Board’s determination on an applica¬ 
tion for permission to use an airport 
may be filed by any interested person 
within 10 days after the date thereof. Ex¬ 
cept for the date of filing, such petitions 
shall conform to Rule 37 of the rules of 
practice (§ 302.37 of this chapter). Any 
interested person may file an answer in 
opposition to, or in support of, the peti¬ 
tion within 10 days after it is filed. An 
executed original and 19 copies of such 
petition for reconsideration or memoran¬ 
dum shall be filed with the Docket Sec¬ 
tion, and copies thereof shall be served 
upon the relevant persons described in 
§ 203.7. Unless ordered by the Board upon 
application or upon its own motion, fur¬ 
ther pleadings will not be entertained. 

6. Add the following “Appendix A” to 
Part 203: 

Appendix A 

RECOMMENDED AIRPORT NOTICE-FOREIGN AIR 

TRANSPORTATION 

Date_ 

To: Director, Bureau of Operating Rights, 
Civil Aeronautics Board, Washington, 
D.C. 20428. 

Re: Airport Notice filed pursuant to Part 203 
of Economic Regulations. 

Dear Sir: Transmitted herewith are an 
original and three copies of this notice to ad¬ 
vise that_(air car¬ 

rier) intends to inaugurate service to the 
following points through the foUowing air¬ 
ports: 

Airport _ 

Service to be Inaugurated on or after 


Give exact longitude and latitude of the air¬ 
port to be served (applicable only if air¬ 
port is not already being used by an air 

carrier pursuant to this part)- 

Indicate whether waiver of 30-day provision 
is requested_ 

Notice: The regulations of the Civil Aero¬ 
nautics Board provide that memoranda in 
support of or In opposition to this airport 
notice may be filed with the addressee above 
within 15 days of the date of filing hereof. 
Such memoranda shall be served on the ap¬ 
plicant carrier and the persons on whom t h is 
notice has been served. 


(Signature) 

(Title) 

CERTIFICATE OF SERVICE 

I hereby certify that I have this day served 
(state manner of service) copies of this air¬ 
port notice on the Postmaster General 
marked for the attention of the Assistant 
Postmaster General, Bureau of Transporta¬ 
tion and International Services (if the hold¬ 
er’s certificate authorized the transportation 
of mall); the Secretary of State, marked for 
the attention of Director, Office of Aviation, 
Bureau of Economic Affairs; the Federal Avla- 
tloq Administration, for the attention of the 
Director, Airport Services; and the following 

scheduled air carriers: _ 

_(name and address). 


(Signature) 


(Title) 
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7. Add the following “Appendix B“ to 
Part 203: 

Appendix B 

RECOMMENDED TERMINATION OF SERVICE 
NOTICE-FOREIGN AIR TRANSPORTATION 

Date- 

To: Director. Bureau of Operating Rights, 
Civil Aeronautics Board, Washington, 
D.C.20428. 

Re: Termination of Service Notice filed pur¬ 
suant to Part 203 of Economic Regula¬ 
tions. 

Dear Sir: Transmitted herewith are an 
original and three copies of this notice to 

advise that_(air carrier) will 

cease to provide service on_(date) 

to the following points through the following 
airports: 

Point _ 

Airport ___ 


(Signature) 


(Title) 

(Secs. 204, 401, Federal Aviation Act of 1958, 
as amended, 72 Stat. 743, 754; 49 U.S.C. 1324, 
1371) 

Note: The reporting requirements con¬ 
tained herein have been approved by the 
Bureau of the Budget in accordance with tho 
Federal Reports Act of 1942. 

By the Civil Aeronautics Board. 

[seal] Harold R. Sanderson, 

Secretary. 

[F.R. Doc. 68-4905; Filed, Apr. 23, 1968; 
8:50 am.| 


(Reg. ER-535; Arndt. 8] 

PART 221—CONSTRUCTION, PUBLI¬ 
CATION, FILING AND POSTING OF 
TARIFFS OF AIR CARRIERS AND 
FOREIGN AIR CARRIERS 

Passenger Charges for Visual In- 
Flight Entertainment and In-Flight 
Service of Alcoholic Beverages; 
Stay of Effective Date of Amend¬ 
ment 

Adopted by the Civil Aeronautics 
Board at its office in Washington, D.C., 
on the 19th day of April 1968. 

Passenger charges for (1) visual In¬ 
flight entertainment in interstate and 
overseas air transportation and (2) in¬ 
flight service of alcoholic beverages in 
interstate air transportation within the 
48 contiguous States. 1 

By Regulation No. ER-529, adopted 
March 6, 1968, 33 F.R. 4456, the Board 
issued a rule pertaining to the filing of 
tariffs with respect to visual in-flight 
entertainment and in-flight service of 
alcoholic beverages. 

A number of objections to the rule 
have been filed. In light of these objec¬ 
tions, the Board has determined to stay 
the effectiveness of ER-529 pending fur¬ 
ther consideration of the matter. 


1 By PS-35, issued contemporaneously here¬ 
with, the Board is similarly staying the ef¬ 
fectiveness of PS-34 with respect to visual 
in-flight entertainment and In-flight service 
of alcoholic beverages. 
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(Sec. 204(a). 72 Stat. 743; 49 U.S.C. 1324) 

Effective date: April 19,1968. 

By the Civil Aeronautics Board.’ 

[seal] Harold R. Sanderson, 

Secretary. 

IF.R. Doc. 68-4906; Filed, Apr. 23. 1968; 
8:50 a.m.] 


SUBCHAPTER F—POLICY STATEMENTS 

[Reg. PS-35; Arndt. 141 

PART 399—STATEMENTS OF 
GENERAL POLICY 

Passenger Charges for Visual In- 
Flight Entertainment and In-Flight 
Service of Alcoholic Beverages; 
Stay of Effective Date of Amend¬ 
ment 

Adopted by the Civil Aeronautics Board 
at its office in Washington, D.C., on the 
19th day of April 1968. 

Passenger charges for (1) visual in¬ 
flight entertainment in interstate and 
overseas air transportation and (2) in¬ 
flight service of alcoholic beverages in 
interstate air transportation within the 
48 contiguous States. 

By Regulation No. PS-34 adopted 
March 6, 1968, 33 F.R. 4459, the Board 
issued a policy statement pertaining to 
charges for visual in-flight entertain¬ 
ment and in-flight service of alcoholic 
beverages. 

A number of objections to the policy 
statement have been filed. In light of 
these objections, the Board has deter¬ 
mined to stay the effectiveness of PS-34 
pending further consideration of the 
matter. 

(Sec. 204(a), 72 Stat. 743; 49 U.S.C. 1324) 

Effective date: April 19, 1968. 

By the Civil Aeronautics Board. 5 

[seal] Harold R. Sanderson, 

Secretary . 

[F.R. Doc. 68-4907; Filed, Apr. 23, 1968; 

8:50 a.m.] 


Chapfer V—National Aeronautics 
and Space Administration 

PART 1206— RELEASE OF INFOR¬ 
MATION AND OTHER AGENCY 
RECORDS TO MEMBERS OF THE 
PUBLIC 

Subpart 7—Schedule of Fees 

Subpart 7 is revised in its entirety as 
follows: 

§ 1206.700 Schedule of fees. 

Charges for searching for and making 
available copies of information or other 
records requested by a member of the 
public will be made in accordance with 
the following schedule of fees, except that 
where the search for information or a 


* Dissenting statement of Member Gillil- 
land filed as part of original document. 

• Dissenting statement of Member Gil in¬ 
land filed as part of original document. 


record takes less than 15 minutes the 
search charge may be waived: 

(a) Construction and engineering in¬ 
formation. Copies of aerial photographic 
maps, specifications, permits, charts, 
blueprints, and other technical engineer¬ 
ing documents— 


Searching per V4 hour_$1. 50 

Processing per l / 4 hour or fraction 

thereof_ . 90 

Each print (per square foot)_ .20 


(b) Nontechnical documents. Letters, 
memoranda, statements, reports, con¬ 
tracts, and other nontechnical docu¬ 
ments not otherwise provided for— 

Searching per % hour_$1.00 

Processing per y 4 hour or fraction 

thereof _ .75 

Each photocopy (per page)_._ .07 

(c) Information or records reguested 
in connection with claims or litigation. 

Searching per V4 hour_$1.25 

Processing per y 4 hour or fraction 

thereof _ . 90 

Certification and validation: 

With seal--. .75 

Without seal_ .50 

Each photocopy: 

Requests from litigants pertaining 
to private litigation (per page)— .19 
Requests pertaining to cases in 
# which the United States is a party 
and where court rules provide for 
reproduction of records without 
cost to the Government (per 


page) ..—.— .19 

Requests for information from in¬ 
vestigative reports; e.g., auto¬ 
mobile accident reports, safety 
reports, etc.—minimum charge 
$2.50 (per page)—.-.. .17 

(d) Automatic data processing rec¬ 

ords. 

Searching per y 4 hour_$1.15 

Punched cards (per 100 cards)_ 5.93 

Magnetic tape (per 2400' real)_42. 57 


(e) Information furnished exclusively 
by the NASA Space Science Data Center, 
Goddard Space Flight Center, Greenbelt, 
Md. (1) Photography, black-and-white: 


8" x 10" photographs (each)_$0.70 

11" x 14" photographs (each)_ .75 

16" x 20" photographs (each)_ 2.00 

28" x 24" photographs (each)_ 3.00 

9* *A MRF (medium resolution frames) 

photographs (each)_ 3.15 

9V 2 HRF (high resolution frames) 

photographs (each)_ 4.40 

70-mm. film: 

First 20 feet_-_- 3. 95 

Each additional foot_ .09 

8" x 10" transparencies (each)_ 2.95 

16" x 20" transparencies (each)_ 3.60 

20" x 24" transparencies (each)_ 4.95 

9^ MRF (medium resolution frames) 

transparencies (each)_ 4.80 

9Vi HRF (high resolution frames) 

transparencies (each)_ 8.30 

70-mm. transparencies: 

First 20 feet_ 5. 30 

Each additional foot_ . 21 

(2) Photography, color: 

8" x 10" photographs (each)-$5. 00 

8" x 10" type “R" photographs (each). 2. 75 
10" x 14" type “R” photographs 

(each) _ 5.95 

11" x 14" photographs (each)-10.00 

16" x 20" photographs (each)_19.00 


35-mm. transparencies—cardboard 

mount (each)_ .95 

70-mm. transparencies—cardboard 

mount (each)_ 1.50 

2 Vi" x 2*4" transparencies—card¬ 
board mount (each)_ 1.00 

3V4" x 4" transparencies—glass mount 

(each)_ 2. 50 

(3) Complete sets of Lunar Orbiter 
Photography (maximum—six 100-ft. Mi¬ 
crofilm Reels): 

Lunar Orbiter No. 1 (per reel)_$5. 40 

Lunar Orbftfer No. 2 (per reel)_ 5. 40 

Lunar Orbiter No. 3 (per reel)_ 5. 40 

Lunar Orbiter No. 4 (per reel)_ 5.40 

Lunar Orbiter No. 5 (per reel)_ 5. 40 

(f) Other information. Charges for in¬ 
formation and/or services not specifically 
listed above will be in an amount equal 
to the cost of providing that information 
and/or services. Current prices may be 
obtained from the NASA Information 
Center (see § 1206.401) to which the 
request for information will be made. 

(5 U.S.C. 552, as amended by Public Law 
90-23) 

Effective date. The provisions of this 
Subpart 7 are effective upon publication 
in the Federal Register. 

James E. Webb, 

Administrator. 

[FR. Doc. 68—4871; Filed, Apr. 23, 1968; 
8:47 a.m.] 

Title 15—COMMERCE AND 
FOREIGN TRADE 

Chapter III—Bureau of International 
Commerce, Department of Com¬ 
merce 

SUBCHAPTER B—EXPORT REGULATIONS 

[10th Gen. Rev. of Export Regs., Arndt. 47] 

PART 373—LICENSING POLICIES 

AND RELATED SPECIAL PROVI¬ 
SIONS 

Copper 

Part 373 of the Code of Federal Regula¬ 
tions is amended as set forth below. 

(Sec. 3. 63 Stat. 7; 50 U.S.C. App. 2023; E.O. 
10945, 26 F.R. 4487, 3 CFR 1959-63 Comp.; 
E.O. 11038, 27 F.R. 7003, 3 CFR 1959-63 
Comp.) 

Effective date: April 15, 1968. 

Rauer H. Meyer, 

Director, Office of Export Control. 

1. In § 373.20, paragraphs (a)(2), 
(b) (2), and the last sentence of (b) (3) 
are revised to read as follows: 

§ 373.20 Copper ores, concentrates, 
matte, ash, residues, waste, scrap and 
blister copper, 

(a) Copper ores , concentrates, matte, 
and blister copper . • • • 

(2) Exceptions to general policy of 
denial. Consideration will be given to ap¬ 
proval of applications covering the pro¬ 
posed export of commodities described in 
subparagraph (1) of this paragraph 
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which because of technological or eco¬ 
nomic reasons, cannot be processed com¬ 
mercially in the United States. Such an 
application shall include: 

(1) A statement describing the com¬ 
modities, an analysis of the metal con¬ 
tent, and an explanation of the difficulty 
in processing the commodity in the 
United States; 

(ii) The following certifications: 

I (We) certify that to my (our) best 
knowledge and belief the commodities de¬ 
scribed on this application cannot be com¬ 
mercially processed in the United States; 

Oil) The identification of the foreign 
consumer by setting forth one of the 
following applicable statements in the 
space on the license application entitled 
“Additional Information” or on an 
attachment thereto: 

The foreign consumer of the commodities 
covered by this application is the same as 
that shown in the "ultimate consignee in 
foreign country” space on this license appli¬ 
cation. 

or, if the foreign consumer is not the 
same as that shown in the space on the 
license application entitled “Ultimate 
Consignee in Foreign Country”: 

The name and address of the foreign con¬ 
sumer is---; 

and 

(iv) A Single Transaction Statement 
by Consignee and Purchaser, Form 
FC-842, submitted in accordance with 
the provisions of § 373.65 and bearing 
the endorsement of the designated rep¬ 
resentative of the U.S. Agency for Inter¬ 
national Development (AID) Mission, 
Saigon, if the proposed shipment, regard¬ 
less of value, is destined for the Repub¬ 
lic of Vietnam (area not under 
Communist control). To obtain this 
endorsement, the consignee and/or pur¬ 
chaser shall submit his Statement, in 
original and two copies, to the U.S. AID 
Mission, Saigon, Vietnam. Upon endorse¬ 
ment, the original of the Statement will 
be returned to the consignee or pur¬ 
chaser, for forwarding to the U.S. 
exporter; the copies will be retained by 
the US. AID Mission. 

(b) Copper and copper-base alloy 
waste and certain nickel scrap. * * • 

(2) Shipments not commercially proc- 
essable in the United States. An appli¬ 
cation for a license to export any of the 
commodities described in subparagraph 
(1) of this paragraph that for any 
technological or economic reasons can¬ 
not be processed commercially in the 
United States will be considered for 
licensing without a charge against the 
copper export quota. Where an applica¬ 
tion covers commodities that cannot be 
processed for a technological reason, such 
anplication shall be accompanied by a 
copy(ies) of a letter(s) received by the 
applicant from a recognized scrap proc¬ 
essor^) who has (have) declined to 
process the scrap described on the appli¬ 
cation. Additionally, such an application 
shall be accompanied by the documenta¬ 
tion set forth in paragraph (a) (2) of this 
section. An application for license to 
export any of the commodities described 
above that cannot be processed for an 


economic reason shall include a state¬ 
ment setting forth such reason in full 
detail. 

(3) Other shipments. ♦ ♦ • 

(ii) In addition, the foreign consumer 
shall be identified on the license appli¬ 
cation in the manner set forth in para¬ 
graph (a) (2) (iii) of tills section; and if 
the proposed shipment, regardless of 
value, is destined for the Republic of 
Vietnam, the application shall be sup¬ 
ported by a Single Transaction State¬ 
ment, Form FC-842, endorsed by the 
designated representative of the U.S. 
Agency for International Development 
Mission, Saigon, as set forth in para¬ 
graph (a) (2) (iv) of this section. 

• • # * » • 

2. Section 373.43(b) (2) (i) is revised 
to read as follows: 

§ 373.43 Blister and refined copper, 
copper-base alloy ingots, master al¬ 
loys; and semi-fabricated copper 
products. 

+ « * * • 

(b) • ♦ • 

( 2 ) * • • 

(i) The application is submitted 
to the Office of Export Control within 
3 months following the date of the re¬ 
lated Customs Import Entry. However, 
such an application may be submitted to 
the Office of Export Control subsequent 
to the 3 months following the date of 
the Customs Import Entry provided that 
the Customs Import Entry is dated on or 
after May 15,1967, and the application is 
submitted not later than May 15, 1968. 
• * * * • 

[FJR. Doc. 68-4837; FUed, Apr. 23, 1968; 

8:45 a.m.J 

Title 18—CONSERVATION OF 
POWER AND WATER RESOURCES 

Chapter III—Delaware River Basin 
Commission 

PART 410—BASIN REGULATIONS— 
WATER QUALITY 

Incorporation by Reference 

Notice of public hearing on proposed 
rules and regulations to implement 
water quality standards for the Delaware 
River Basin was published in the Fed¬ 
eral Register of January 4, 1968 (33 
FH. 88). The hearing was held in Phil¬ 
adelphia on January 25,1968. 

The Commission consulted with water 
pollution control and abatement agencies 
of the signatory parties and with affected 
public and private users and dischargers. 
The Regulations were adopted with due 
regard to the consultation and testimony 
provided at such public hearing and 
otherwise. 

Pursuant to Article 5 and § 14.2 of the 
Delaware River Basin Compact, Basin 
Regulations—Water Quality were 
adopted on March 7,1968, and took effect 
on April 7, 1968. Water quality standards 
comprising Part n of the regulations, 
were approved, with certain exceptions, 
by the Secretary of the Interior on April 
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4, 1968, pursuant to the Federal Water 
Pollution Control Act as amended. The 
Basin Regulations—Water Quality are 
incorporated by reference, as follows: 

§ 410.1 Basin Regulation*—Water Qual¬ 
ity; incorporation by reference. 

(a) The provisions of the Basin Regu¬ 
lations—Water Quality adopted by the 
Delaware River Basin Commission on 
March 7, 1968, are hereby incorporated 
in and made a part of this Part 410 in 
accordance with 5 U.S.C. 552(a)(1) and 
1 CFR Part 20. The regulations apply to 
all waste dischargers, public and private, 
using the Delaware River or any of its 
tributaries making up the Delaware River 
Basin. Part I of the regulations com¬ 
prises general definitions and interstate 
cooperation factors; Part n comprises 
new water quality standards adopted by 
the Commission on April 26, 1967; and 
Part in comprises the application of the 
new water quality standards, including 
determination of water uses, water qual¬ 
ity criteria, effluent requirements, and en¬ 
forcement procedures. 

(b) The regulations and information 
about them may be obtained from the 
Delaware River Basin Commission, Post 
Office Box 360, Trenton, N.J. 08603. The 
regulations may be examined at State 
libraries in New Jersey, New York, Dela¬ 
ware, and Pennsylvania, and at the Li¬ 
brary of Congress. 

(c) The regulations may be amended 
from time to time by the Commission 
after due notice and public hearing. An 
official historic file of changes will be 
kept for public inspection in the offices 
of the Commission. 

(Article 5 and sec. 14.2, 75 Stat. 696. 708) 

W. Brinton Whitall. 

Secretary. 

Note: Incorporation by reference pro¬ 
visions approved by the Director of the 
Federal Register on April 23, 1968. 

[F.R. Doc. 68-4865; FUed, Apr. 23. 1968; 

8:47 ajn.J 


Title 31—MONEY AND 
FINANCE: TREASURY 

Chapter I—Monetary Offices, Depart¬ 
ment of the Treasury 

PART 90—TABLE OF CHARGES AND 
REGULATIONS OF THE MINTS 
AND ASSAY OFFICES OF THE 
UNITED STATES FOR PROCESSING 
GOLD AND SILVER AND ASSAY¬ 
ING BULLION, METALS, AND ORES 

PART 92—BUREAU OF THE MINT 
OPERATIONS AND PROCEDURES 

Correction 

In F.R. Doc. 68-4485 appearing at page 
5795 in the issue of Tuesday, April 16, 
1968, the following corrections should 
be made: 

1. In the table in § 90.6(g) a brace 
should be inserted to indicate that the 
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entry in the first column applies to all 
entries in the second column. 

2. In the third line of § 90.8(b), the 
figure should read “999.6”. 

3. In the second line of § 92.5, the 
figure in parentheses should read 
“0.9999”. 


Title 39—POSTAL SERVICE 

Chapter I—Post Office Department 
SUBCHAPTER C—INTERNATIONAL MAIL 

APPENDIX—DIRECTORY OF 
INTERNATIONAL MAIL 

Parcel Post; Correction 

In the daily issue of Thursday, April 
11, 1968 (33 F.R. 5621-5622) a new item 
“Insurance” was inserted immediately 
following the item “Special Handling” 
under Parcel Post in the country item 
Italy. It should have read “a new item 
‘Registration’ is inserted.” Accordingly, 
the new item “Registration” reads as 
follows: 

Parcel Post 

+ • • * » 

Registration. No provision. 

• • • * * 

(5 U.S.C. 301, 39 U.S.C. 501, 505) 

Timothy J. May, 
General Counsel . 

April 17,1968. 

[F.R. Doc. 68—4852; Filed, Apr. 23. 1968; 

8:46 a.m.] 


Title 26-INTERNAL REVENUE 

Chapter I—Internal Revenue Service, 
Department of the Treasury 

SUBCHAPTER A—-INCOME TAX 

[TJD. 6952] 

PART 1—INCOME TAX; TAXABLE 
YEARS BEGINNING AFTER DE¬ 
CEMBER 31, 1953 

Allocation of Income and Deductions 
Among Taxpayers 

Correction 

In F.R. Doc. 68-4480 appearing at 
page 5848 in the issue of Tuesday, April 
16, 1968, in line 17 of § 1.482-2(e) (3) (i), 
the word “controlled” should read “un¬ 
controlled”. 


Title 45—PUBLIC WELFARE 

Subtitle A—Department of Health, 
Education, and Welfare, General 
Administration 

PART 60—FEDERAL FINANCIAL AS¬ 
SISTANCE FOR NONCOMMERCIAL 
EDUCATIONAL TELEVISION BROAD¬ 
CAST FACILITIES 

Payment of Federal Grant 

The purpose of this amendment to 
Part 60 of the Code of Federal Regula¬ 
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tions, which govern grants for construc¬ 
tion of educational television facilities 
under Title m, Part IV of the Communi¬ 
cations Act of 1934 (47 U.S.C. 390-399), 
is to alter the payment procedure of 
grants and remove requirements for 
audits as a condition precedent to final 
payments. To carry out this purpose 45 
CFR § 60.18(a) is amended to read as 
follows: 

§ 60.18 Payment of Federal grant. 

(a) After the Secretary’s approval of 
a project becomes final in accordance 
with § 60.15(b) except where the Secre¬ 
tary for good cause shown has approved 
an alternative method of payment, the 
amount of the Federal grant will be paid 
to the applicant in the following man¬ 
ner: 

(1) An amount not exceeding 50 per¬ 
cent of the total amount of the Federal 
grant entitlement approved by the Sec¬ 
retary will be paid to the applicant upon 
the applicant’s request and certification 
that such an amount is needed to pay 
liabilities incurred in the project. 

(2) An amount not to exceed the bal¬ 
ance of the grant entitlement will be 
paid upon completion or substantial 
completion of the project. Payment will 
be made only after inspection of the proj¬ 
ect and the applicant’s financial records 
pertinent to the Federal financial assist¬ 
ance, as the Secretary may deem neces¬ 
sary, and approval by the Secretary of 
a Request for Final Payment which shall 
include— 

(i) Certification that the noncommer¬ 
cial educational television broadcasting 
station has, where required, Commission 
authorization to broadcast following ac¬ 
quisition and installment of project 
equipment, 

(ii) Certification that the acquisition 
and installation of the project equipment 
either has been completed or is sub¬ 
stantially completed in accordance with 
the project as approved by the Secretary, 
and 

(iii) A detailed financial report item¬ 
izing the actual costs incurred in either 
completing the project or substantially 
completing the project, and the sources 
of funds for paying for the items of 
transmission apparatus delivered, ac¬ 
companied by certified true copies of in¬ 
voices, bills or other satisfactory docu¬ 
ments that the expenses have been 
incurred and the amount thereof. If pay¬ 
ment is requested on the basis of sub¬ 
stantial rather than final completion of 
the project, the amount of payment pro¬ 
vided for herein shall be computed on 
the basis of the cost attributable by the 
Secretary to the completed portion of 
the project. Upon final completion of 
such project as approved by the Secre¬ 
tary, the applicant will amend the Re¬ 
quest for Final Payment to include the 
remaining project costs and these will be 
paid in accordance with subparagraph 

(3) of this paragraph. 

(3) Any payment on the basis of final 
completion of the project pursuant to 
subparagraph (2) of this paragraph will 
be made upon: 

(i) Final inspection and certification 
of final completion by an appropriate 
program official, and 


(ii) Receipt of written assurances, 
binding upon the applicant, by an ap¬ 
propriate official thereof, that amounts 
of sustained audit exceptions taken in 
any subsequent audit will be refunded 
to the Federal Government. 


Dated: April 17, 1968. 

[seal] Wilbur J. Cohen, 

Acting Secretary of Health , 
Education , and Welfare. 

[F.R. Doc. 68-4914; Filed, Apr. 23, 1968; 
8:50 a.m.] 


Title 42—PUBLIC HEALTH 

Chapter I—Public Health Service, De¬ 
partment of Health, Education, and 
Welfare 

SUBCHAPTER O—GRANTS 

PART 57—GRANTS FOR CONSTRUC¬ 
TION OF HEALTH RESEARCH FA¬ 
CILITIES (INCLUDING MENTAL 
RETARDATION RESEARCH FACILI¬ 
TIES), TEACHING FACILITIES, STU¬ 
DENT LOANS, EDUCATIONAL IM¬ 
PROVEMENT AND SCHOLARSHIPS 

Subpart I—Grants for Construction of 
Teaching Facilities for Allied Health 
Professions Personnel 

Nondiscrimination 

Correction 

In F.R. Doc. 68-3924 appearing at page 
5262 in the issue of Tuesday, April 2, 
1968, the following correction should be 
made: 

The parenthetical material in the last 
line of § 57.809(b) should be deleted and 
“(45 CFR Part 80) ” substituted. 


Title 50—WILDLIFE AND 
FISHERIES 

Chapter I—Bureau of Sport Fisheries 
and Wildlife, Fish and Wildlife 
Service, Department of the Interior 

PART 28—PUBLIC ACCESS, USE, 
AND RECREATION 

De Soto National Wildlife Refuge, 
Iowa and Nebraska; Correction 

In F.R. Doc. 68-3997; appearing in the 
issue Vol. 33, No. 66 for Thursday, April 
4, 1968, subparagraph (1) under special 
conditions should read as follows: 

(1) Authorized activities. Public rec¬ 
reational activities are limited to fishing, 
picnicking, swimming, boating, water 
skiing, sightseeing, mushroom picking, 
and nature observation. 

Kermit D. Dybsetter, 
Refuge Manager , De Soto 
National Wildlife Refuge , 
Missouri Valley , Iowa. 

ArRiL 16,1968. 

[FR. Doc. 68-4842; Filed, Apr. 23, 1968; 
8:45 a.m.J 
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Proposed Rule Making 


POST OFFICE DEPARTMENT 

[ 39 CFR Part 163 1 
C.O.D. DELIVERY 
Fees 

Notice is hereby giVen of proposed rule 
making consisting of revisions of §§ 163.1 
and 163.4 of Title 39, Code of Federal 
Regulations. The proposed revision to 
§ 163.1 would increase the fee for altera¬ 
tion of charges or delivery of C.OX>. 
articles from 10 cents to 35 cents effec¬ 
tive July 1. 1968, and the revision to 
§ 163.4 would provide for a second de¬ 
livery attempt at the office of address at 
no extra charge if the fee for alteration 
of charges or delivery has been paid. In¬ 
terested persons who may wish to sub¬ 
mit written data, views, and arguments 
concerning the proposals may submit 
such comments to the Director, Office of 
Postal Economics, Bureau of Finance 
and Administration, Post Office Depart¬ 
ment, Washington, D.C. 20260 at any 
time prior to the 30th day following the 
date of publication of this notice in the 
Federal Register. 

Accordingly, it is proposed that 
§§ 163.1 and 163.4(b) read as follows on 
July 1. 1968, if these proposals are 
adopted. 

§ 163.1 Fees (in addition to postage). 

Amount to be collected or insurance 
coverage desired 

C.O.D. 


fees 

$0.01 to $10..-.$0. 60 

$10 01 to $25.... .70 

$26.01 to $50. .80 

$60.01 to $100. .90 

$100.01 to $200_ .. 1.00 

Restricted delivery_ . 50 

Notice of nondelivery_ .05 


Alteration of C.O.D. charges, or desig¬ 
nation of new addressee_ .35 

§ 163.4 Special services. 

* * * * * 

(b) Alteration of C.O.D. charges , or 
designation of new addressee. The sender 
of a C.O.D. package may alter the C.O.D. 
charges or direct delivery to a new ad¬ 
dressee by filing a request with the post¬ 
master at the office of mailing on Form 
3818, “Authorization to Cancel or 
Change Charges on a C.O.D. Article.” 
The postmaster will send the directions 
to the office of delivery by telegram if 
the sender pays the costs. 

• * * • * 

Note: The corresponding Postal Manual 
sections are 163.1 and 163.42 respectively. 

(6 U.S.C. 301, 39 U.S.C. 501) 

Timothy J. May, 
General Counsel. 

April 19, 1968. 

IP.R. Doc. 68-4874; Piled. Apr. 23, 1968; 
8:47 ajn.J 


DEPARTMENT OF AGRICULTURE 

Consumer and Marketing Service 
[ 7 CFR Part 29 1 

FLUE-CURED TOBACCO INSPECTION 
Standard Grades 

Notice is hereby given that the U.S. 
Department of Agriculture has under 
consideration a proposed amendment to 
the Official Standard Grades for Flue- 
Cured Tobacco, U.S. Types 11, 12, 13, 
and 14, pursuant to the authority con¬ 
tained in The Tobacco Inspection Act 
(49 Stat. 731; 7 U.S.C. 511 et seq.). 

Statement of consideration leading to 
the proposed amendment. The changing 
pattern in cultural practices during the 
past few years has resulted in the pro¬ 
duction of increased amounts of ripe and 
mellow flue-cured leaf. With the ex¬ 
panded volume of riper tobacco, matu¬ 
rity has become one of the most impor¬ 
tant dictates in current grade determina¬ 
tion of flue-cuied tobacco. Amendments 
reflecting the increased significance of 
maturity as a quality indicator were 
adopted in 1965 and 1967. These amend¬ 
ments provided, for the most part, the 
separation of ripe and unripe tobacco. 
The proposed amendment would extend 
this maturity segregation to complete the 
distinction between ripe and unripe vari¬ 
egated tobacco. In order to accomplish 
this purpose, the following six grades 
would be added; B3KR, B4KR, B5KR, 
C4K, C4KR, and X4KR. 

In this connection, Rule 16 would be 
revised to provide appropriate classifica¬ 
tion of ripe and unripe variegated 
scorched and variegated mixed tobacco. 

As an additional measure to bring the 
standards into desirable conformity with 
current production, this amendment 
would delete the following 10 grades; 
AIR, A2R, B5D, B6D, H3K, C4FS, C5FS, 
X5KL, X5KF, and X5KV. Changes in cul¬ 
tural practices and market preparation 
have caused these grades to appear in 
insufficient volume to justify retention of 
their classification. 

The addition of “KR” grades and the 
deletion of the two remaining “D” grades 
would necessitate appropriate changes 
in sections where color symbols are 
listed. Applicable changes would also be 
required in Summary of Standard 
Grades and Key to Standard Grade- 
marks. 

All persons who desire to submit writ¬ 
ten data, views, or arguments in connec¬ 
tion with the proposed amendment 
should file the same, in duplicate, with 
the Hearing Clerk, U.S. Department of 
Agriculture. Room 112, Administration 
Building, Washington, D.C. 20250, not 
later than the 30th day after the publi¬ 
cation ' of this notice in the Federal 
Register. All written submissions made 


pursuant to the notice will be made 
available for public inspection at the 
office of the Hearing Clerk during official 
hours of business (7 CFR 1.27(b) as 
amended at 29 F.R. 7311). 

The proposed amendment is as follows; 

§ 29.1008 [Amended] 

1. Section 29.1008 is amended by de¬ 
leting color symbol “D—walnut” and 
substituting therefor “KR—variegated 
scorched”. 

2. Section 29.1122 is revised to read as 
follows: 

§29.1122 Rule 16. 

Any lot of ripe tobacco which contains 
20 percent or more of scorched tobacco 
shall be designated by the color symbol 
“KR”. Any lot of unripe tobacco which is 
not greenish or green but which contains 
20 percent or more of scorched tobacco 
or any lot of tobacco which contains 20 
percent or more of a color distinctively 
different from the major color shall be 
classified as mixed and designated by 
the color symbol “KM”. 

§ 29.1161 [Amended] 

3. Section 29.1161 is amended by de¬ 
leting grades AIR and A2R and their 
specifications. 

§ 29.1162 [Amended] 

4. Section 29.1162 is amended by add¬ 
ing grades B3KR, B4KR, and B5KR after 
grade B6K and its specifications. The ad¬ 
dition reads as follows; 

B3KR Good Quality Variegated Scorched 
Leaf. 

Ripe, firm leaf structure, fleshy, 
oily, normal width, over 16 Inches In 
length. Uniformity, 80 percent; In¬ 
jury tolerance, 15 percent. 

B4KR Fair Quality Variegated Scorched 
Leaf. 

Ripe, Arm leaf structure, fleshy 
body, lean in oil, normal width. Uni¬ 
formity, 70 percent; injury tolerance 
20 percent, of which not over 5 per¬ 
cent may be waste or other badly 
injured tobacco. 

B5KR Low Quality Variegated Scorched 
Leaf. 

Ripe, firm leaf structure, fleshy 
body, lean in oil, narrow. Uniformity, 
70 percent; injury tolerance 30 per¬ 
cent, of which not over 10 percent 
may be waste or other badly injured 
tobacco. 

5. Section 11.1262 is further amended 
by deleting grades B5D and B6D and 
their specifications. 

§29.1163 [Amended] 

6. Section 29.1163 is amended by de¬ 
leting grade H3K and its specifications. 

§29.1164 [Amended] 

7. Section 29.1164 is amended by add¬ 
ing grades C4K and C4KR after grade 
C5F and its specifications. The addition 
reads as follows: 
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C4K Fair Quality Variegated Cutters. 

Ripe, open leaf structure, medium 
body, lean In oil, moderate color In¬ 
tensity, normal width, over 16 Inches 
In length. Uniformity, 70 percent; 
Injury tolerance 20 percent, of which 
not over 6 percent may be waste or 
other badly injured tobacco. 

C4KR Fair Quality Variegated Scorched 
Cutters. 

Ripe, open leaf structure, medium 
body, lean in oil, moderate color in¬ 
tensity, normal width, over 16 
Inches in length. Uniformity, 70 per¬ 
cent; injury tolerance 20 percent, 
of which not over 6 percent may bo 
waste or other badly injured tobacco. 

8. Section 29.1164 is further amended 
by deleting grades C4FS and C5FS and 
their specifications. 

§ 29.1165 [Amended] 

9. Section 29.1165 is amended by add¬ 
ing grade X4KR after grade X5F and 
Its specifications. The addition reads as 
follows: 

X4KR Fair Quality Variegated Scorched 
Lugs. 

Ripe, open leaf structure, medium 
body, lean in oil, weak color inten¬ 
sity. Uniformity, 70 percent; toler¬ 
ance, 30 percent waste. 

10. Section 29.1165 is further amended 
by deleting grades X5KL, X5KF, and 
X5KV and their specifications. 

§ 29.1181 [Amended] 

11. In § 29.1181 the subheading *4 
Grades of Wrappers’* is amended to read 
”2 Grades of Wrappers”, and grade sym¬ 
bols under this subheading are amended 
by deleting AIR and A2R. 

12. In § 29.1181 the subheading *28 
Grades of Leaf” is amended to read ”26 
Grades of Leaf”, and grade symbols un¬ 
der this subheading are amended by de¬ 
leting B5D and B6D. 

13. In § 29.1181 the subheading ”20 
Grades of Smoking Leaf” is amended to 
read ”19 Grades of Smoking Leaf”, and 
grade symbols under this subheading are 
amended by deleting H3K. 

14. In § 29.1181 the subheading ”10 
Grades of Cutters” is amended to read 
”11 Grades of Cutters”, and grade sym¬ 
bols under this subheading are amended 
by adding C4K after C5F. 

15. In § 29.1181 the subheading ”19 
Grades of Variegated” is amended to 
read ”16 Grades of Variegated”, and 
grade symbols under this subheading are 
amended by deleting X5KL, X5KF, and 
X5KV. 

16. In § 29.1181 the subheading ”16 
Grades of Slick” is amended to read 
”14 Grades of Slick”, and grade sym¬ 
bols under this subheading are amended 
by deleting C4FS and C5FS. 

17. Section 29.1181 is further amended 
by adding a block of grade symbols fol¬ 
lowing the block subheaded ”7 Grades 
of Variegated Mixed”. The addition 
reads as follows: 

5 Grades of Variegated Scorched 

B3KR 

B4KR C4KR X4KR 

B5KR 


§ 29.1225 [.Amended] 

18. Section 29.1225 is amended by de¬ 
leting color symbol ”D—walnut” and 
substituting therefor ”KR—variegated 
scorched”. 

(49 Stat. 734; 7 U.S.C. 511m) 

Done at Washington, D.C., this 19th 
day of April 1968. 

G. R. Grange, 
Deputy Administrator, 
Marketing Services. 

[FA Doc. 68-4898; Filed, Apr. 23. 1968; 
8:49 a.m.J 


[ 7 CFR Part 61 1 
COTTONSEED 

Standards for Grades; Linters Factor 

Notice is hereby given, in accordance 
with the Administrative Procedure Pro¬ 
visions in 5 U.S.C. 553, that the Con¬ 
sumer and Marketing Service is consider¬ 
ing amendment of § 61.102(b) of the 
) Standards for Grades of Cottonseed Sold 
or Offered for Sale for Crush ing P urposes 
Within the United States (7 CFR Part 61, 
Subpart B) to revise the table of premi¬ 
ums and discounts for total linters con¬ 
tent of cottonseed, pursuant to authority 
contained in the Agricultural Marketing 
Act of 1946, as amended (60 Stat. 1087; 
7 U.S.C. 1621-1627). 

Statement of considerations . Both a 
quantity index and a quality index are 
used in determining the grade of cotton¬ 
seed. The quantity index is a measure of 
the amount of oil, protein, and linters 
available from the seed. It is proposed 
that the table of premiums and discounts 
for total linters content of cottonseed 
contained in § 61.102(b) for determining 
the quantity index of cottonseed be 
amended because recent changes in 
prices for linters and cottonseed oil and 
meal have decreased the value of linters 
in relationship to other products of cot¬ 
tonseed from 1.5 percent to 1 percent. 

It is proposed that paragraph (b) of 
§ 61.102 be revised to read as follows: 

§61.102 Determination of quantity 
index* 

♦ + + * • 

(b) The premium or discount for total 
linters content of cottonseed to be used 
in paragraph (a) of this section will be 
according to the following table: 


Total linters 
content of 
cottonseed 
(percent) 1 


7.0 — 

6.0 

5.0 

4.0 

3.0 

2.0 ... 
1.0 __ 


Premium 
or discount 
(Quantity 
index units)* 

- -5.5 

. -7.5 

- -9.5 

_—11.5 

_—14.0 

.- -16.5 

_-19.0 


'Total linters content to the nearest 0.1 
percent will be used in calculating premiums 
and discounts. 

s Premiums and discounts are calculated on 
the basis of the foUowing formulas: 


Percent linters Premium or discount 
on cottonseed factor 

10.6 and over... Premium = (percent linters 
minus 10.5) X 1.0. 

10.5_ None. 

10.4—9.0_ Discount= (10.5 minus 

percent linters) x 1.0. 

8.9— 4.0_ Discount = (9.0 minus per¬ 

cent linters) x 2.0+1.5. 

3.9— 0- Discount= (4.0 minus per¬ 

cent linters) X 2.5+11.5. 


(Secs. 203, 205, 60 Stat. 1087, 1090, as 
amended; 7 U.S.C. 1622, 1624) 

It is proposed that this amendment 
w'ould be made effective about July 1, 
1968. 

Any person who wishes to submit 
written data, view's, or arguments con¬ 
cerning the proposed amendment may 
do so by filing them in duplicate with 
the Office of the Hearing Clerk, U.S. 
Department of Agriculture, Washington, 
D.C. 20250, not later than 15 days after 
publication of this notice in the Federal 
Register. All written submissions made 
pursuant to this notice of rule-making 
shall be made available for public in¬ 
spection in said office during regular 
business hours and in a manner con¬ 
venient to the public business (7 CFR 
1.27). 


Dated: April 19,1968. 

G. R. Grange, 
Deputy Administrator, 
Marketing Services. 

[FR. Doc. 68-4900; Filed, Apr. 23, 1968; 
8:49 am.] 


17 CFR Part 1002] 

[Docket No. AO-71-A46-R01 ] 

MILK IN NEW YORK-NEW JERSEY 
MARKETING AREA 


Total linters Premium 

content of or discount 

cottonseed (Quantity 

(percent ) 1 index units) * 

20.0_ +9. 5 

19.0. +8.5 

18.0_ +7.5 

ielo IIIIIIIII— IZi.I.II-+5. 5 

15.0-+4. 5 

13.0 -+2. 5 

ill II—— + 0 

10.0 _— 0 . 6 

9.0_-1.5 

8.0___ -8. 5 


Notice of Extension of Time for Fil¬ 
ing Exceptions to Revised Recom¬ 
mended Decision on Proposed 
Amendments to Tentative Market¬ 
ing Agreement and to Order 

Pursuant to the provisions of the Agri¬ 
cultural Marketing Agreement Act of 
1937, as amended (7 U.S.C. 601 et seq.), 
and procedure governing the formulation 
of marketing agreements and marketing 
orders (7 CFR Part 900), notice is hereby 
given that the time for filing exceptions 
to the revised recommended decision with 
respect to the proposed amendments to 
the tentative marketing agreement and 
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to the order regulating the handling of 
milk in the New York-New Jersey mar¬ 
keting area, which was issued March 29, 
1968 (33 Fit. 5304), is hereby extended 
from April 23, 1968, to June 7, 1968. 

Signed at Washington, D.C., on April 
19, 1968. 

John C. Blum, 
Deputy Administrator, 
Regulatory Programs . 

(F.R. Doc. 68-4901; Filed, Apr. 23, 1968; 

8:49 am.] 

DEPARTMENT OF 
TRANSPORTATION 

Federal Aviation Administration 
[ 14 CFR Part 71 ] 

[ Airspace Docket No. 68-EA-37 ] 

CONTROL ZONE 
Proposed Alterotion 

The Federal Aviation Administration 
Is considering amending § 71.171 of Part 
71 of the Federal Aviation Regulations so 
as to alter the Elkins, W. Va., control 

zone. 

It is proposed to change the name of 
the Elkins, W. Va., low frequency radio 
range to Randolph County, W. Va. At 
present, the name “Elkins’* is assigned 
to both the VORTAC and the low fre¬ 
quency radio range. The name change is 
required to preclude possible confusion 
during radio communications. 

Interested persons may submit such 
written data or views as they may desire. 
Communications should be submitted in 
triplicate to the Director, Eastern Region, 
Attention: Chief, Air Traffic Division, 
Department of Transportation, Federal 
Aviation Administration, Federal Build¬ 
ing, John F. Kennedy International Air¬ 
port, Jamaica, N.Y. 11430. All commu¬ 
nications received within 30 days after 
publication in the Federal Register will 
be considered before action is taken on 
the proposed amendment. No hearing is 
contemplated at this time, but arrange¬ 
ments may be made for informal con¬ 
ferences with Federal Aviation Adminis¬ 
tration officials by contacting the Chief, 
Airspace and Standards Branch, Eastern 
Region. 

Any data or views presented during 
such conferences must also be submitted 
in writing in accordance with this notice 
in order to become part of the record for 
consideration. The proposal contained in 
this notice may be changed in the light 
of comments received. 

The official docket will be available for 
examination by interested persons at the 
Office of the Regional Counsel, Federal 
Aviation Administration, Federal Build¬ 
ing, John F. Kennedy International Air- 
Port, Jamaica, N.Y. 

The Federal Aviation Administration, 
having completed a review of the air¬ 
space requirements for the terminal area 
of Elkins, W. Va., proposes the airspace 
action hereinafter set forth: 

Amend § 71.171 of Part 71 of the Fed¬ 
eral Aviation Regulations so as to delete 
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In the description of the control zone, the 
words “Elkins Radio Range’’ and insert 
in lieu thereof “Randolph County Radio 
Range”. 

This amendment is proposed under 
section 307(a) of the Federal Aviation 
Act of 1958 (72 Stat. 749; 49 U.S.C. 1348). 


Issued in Jamacia, N.Y., on April 5, 
1968. 


George M. Gary, 
Director , Eastern Region . 


[F.R. Doc. 68-4858; Filed. Apr. 23, 1968; 
8:46 a.m.) 


[ 14 CFR Part 71 1 

(Airspace Docket No. 68-EA-321 

TRANSITION AREA 
Proposed Designation 

The Federal Aviation Administration 
is considering amending § 71.181 of Part 
71 of the Federal Aviation Regulations 
so as to designate a 700-foot floor transi¬ 
tion area over Garrett County Airport, 
Oakland, Md. 

A new VOR standard instrument ap¬ 
proach procedure has been developed for 
Garrett County Airport, Oakland, Md. 
To provide controlled airspace protection 
for IFR arrivals and departures at the 
airport, we will require designation of 
a transition area. 

Interested persons may submit such 
written data or views as they may desire. 
Communications should be submitted in 
triplicate to the Director, Eastern Re¬ 
gion, Attention: Chief, Air Traffic Divi¬ 
sion, Department of Transportation, 
Federal Aviation Administration, Fed¬ 
eral Building, John F. Kennedy Interna¬ 
tional Airport, Jamaica, N.Y. 11430. All 
communications received within 30 days 
after publication in the Federal Register 
will be considered before action is taken 
on the proposed amendment. No hearing 
is contemplated at this time, but ar¬ 
rangements may be made for informal 
conferences with Federal Aviation Ad¬ 
ministration officials by contacting the 
Chief, Airspace and Standards Branch, 
Eastern Region. 

Any data or views presented during 
such conferences must also be submitted 
in writing in accordance with this no¬ 
tice in order to become part of the record 
for consideration. The proposal con¬ 
tained in this notice may be changed 
in the light of comments received. 

The official docket will be available for 
examination by interested persons at the 
Office of the Regional Counsel, Federal 
Aviation Administration, Federal Build¬ 
ing, John F. Kennedy International Air¬ 
port, Jamaica, N.Y. 

The Federal Aviation Administration, 
having completed a review of the air¬ 
space requirements for the terminal area 
of Oakland, Md., proposes the airspace 
action hereinafter set forth: 

Amend § 71.181 of Part 71 of the Fed¬ 
eral Aviation Regulations so as to desig¬ 
nate an Oakland, Md. f transition area de¬ 
scribed as follows: 

Oakland, Md. 

That airspace extending upward from 700 
feet above the surface within a 6-mile radius 
of the center 39°34'50" N., 79°20'25'' W., of 


Garrett County Airport, Oakland, Md., and 
within 2 miles each side of the 256° radial of 
the GrantsvUle, Md., VORTAC extending 
from the 6-mile radius area to the VORTAC. 
This transition area shall be effective from, 
sunrise to sunset, dally. 

This amendment is proposed under 
section 307(a) of the Federal Aviation 
Act of 1958 (72 Stat. 749; 49 U.S.C. 1348). 


Issued in Jamaica, N.Y., on April 5, 
1968. 


George M. Gary, 
Director, Eastern Region. 


[F.R. Doc. 68-4859; Filed, Apr. 23, 1968; 
8:46 a.m.] 


FEDERAL COMMUNICATIONS 
COMMISSION 

[ 47 CFR Part 73 1 

[Docket No. 18063; RM-1208] 

AM MODULATION MONITORS 

Elimination of Meter Requirement; 

Order Extending Time for Filing 

Comments and Reply Comments 

In the matter of amendment of Part 
73 of the Commission’s rules and regula¬ 
tions to eliminate the requirement for 
meters as indicators on AM modulation 
monitors. Docket No. 18063, RM-1208. 

1. The notice of proposed rule making 
in this matter, adopted March 6. 1968, 
set the dates of April 15, 1968, and April 
30, 1968, as the deadlines for filing com¬ 
ments and reply comments, respectively. 

2. On April 12, 1968, the Broadcast 
Equipment Section of Electronic Indus¬ 
tries Association (EIA) filed a request 
that a further period of 90 days be af¬ 
forded for the filing of comments. 

3. EIA states that the complexity of 
the issues presented, and the necessity 
for obtaining the concurrence of its 
membership in the comments which it 
will submit prompts its request for ad¬ 
ditional time. 

4. We are of the opinion that the 
participation of EIA in this proceeding 
will contribute substantially to its sat¬ 
isfactory conclusion, and accordingly, it 
is in the public interest that it be per¬ 
mitted sufficient time ir which to pre¬ 
pare and file meaningful comments. 

5. Accordingly, it is ordered. That the 
time for filing comments in this pro¬ 
ceeding is extended from April 15, 1968, 
to July 15, 1968, and the time for filing 
reply comments is extended from April 
30, 1968, to July 30, 1968. 

6. This action is taken pursuant to 
authority found in sections 4(i), 5(d) 
(1), and 303(r) of the Communications 
Act of 1934, as amended, and § 0.281(d) 
(8) of the Commission’s rules. 

Adopted: April 18, 1968. 

Released: April 19, 1968. 

Federal Communications 
Commission, 

[seal] Ben F. Waple, 

Secretary. 

[F.R. Doc. 68-4883; Filed, Apr. 23, 1968; 
8:48 a.m.] 
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FEDERAL MARITIME COMMISSION 

[46 CFR Part 514] 

[Docket No. 67-57] 

SIGNIFICANT VESSEL OPERATING 
COMMON CARRIERS IN DOMESTIC 
OFFSHORE TRADE 

Reports of Rate Base and Income 
Account; Enlargement of Time for 
Filing 

At the request of Hearing Counsel, 
and good cause appearing, time within 
which reply to comments may be filed in 
this proceeding is enlarged to and in¬ 
cluding May 10, 1968. Time within which 
answer to Hearing Counsel’s reply may 
be made is enlarged to and including 
May 31,1968. 

By the Commission. 

[seal] Thomas List, 

Secretary . 

[FJR. Doc. 68-4891; Filed, Apr. 23, 1968; 
8:49 am.] 


INTERSTATE COMMERCE 
COMMISSION 

[ 49 CFR Part 1048 ] 

[MC-C-l (Sub-No. 4) 1 

ST. LOUIS, MO.-EAST ST. LOUIS, ILL., 

COMMERCIAL ZONE 

Redefinition of Limits 

April 19, 1968. 

Redefinition of the limits of the St. 
Louis, Mo.-East St. Louis, Ill., commercial 
zone heretofore defined in MC-C-l (Sub- 
No. 3) St. Louis, Mo.-East St. Louis, HI., 
Commercial Zone 106 M.C.C. 844 at 
Page 845. 

Petitioners: Hussman Refrigeration, 
Inc., R. C. Can Co., Schnuck’s Markets, 
Lianco Container Co., St. Louis Diecast¬ 
ing Corp., American Beauty Macaroni 
Co., Inc., Century Electric Co., Laclede 
Gas Co., Union Electric Co., St. Louis 
Business and Industrial Development 
Commission, United Lumber Co., and St. 
Louis Coca-Cola Bottling Co. 

Petitioners’ representative: Victor H. 
deLiniere, Suite 108, Barton Building, 
200 South Bemiston, Clayton, Mo. 63105. 

By petition filed March 22, 1968, the 
above-named petitioners request the 
Commission to reopen the above proceed¬ 
ing for the purpose of redefining the 
limits of the St. Louis, Mo.-East St. Louis, 
HI., commercial zone, which were most 
recently defined on March 5, 1968, in 
St. Louis, Mo.-East St. Louis, HI., Com¬ 
mercial Zon e, 10 6 M.C.C. 844 at pages 
845-847 (49 CFR 1048.3) so as to include 
therein an area west of the present 
northwestern limits of the zone. 

As presently defined, the St. Louis, Mo.- 
East St. Louis, Ill., commercial zone is 
bounded, in part by a line beginning at 
the junction of the right-of-way of the 
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Chicago, Rock Island and Pacific Rail¬ 
road and Dorsett Road, along Dorsett 
Road in an easterly direction to its junc¬ 
tion with U.S. Highway 66, thence in a 
northerly direction along U.S. Highway 
66 to its junction with Natural Bridge 
Road. Petitioners request the Commission 
to include within the zone an area 
bounded by a line as follow's: Beginning 
at the intersection of the Chicago, Rock 
Island and Pacific Railroad right-of-way 
and Interstate Highway 244 (Circum¬ 
ferential Expressway), westward along 
the said right-of-way to its junction with 
Creek Road, actual or projected, thence 
northward along Creek Road to its inter¬ 
section with Old St. Charles Rock Road, 
thence westward along Old St. Charles 
Rock Road to its intersection with St. 
Charles Rock Road (Missouri Highway 
115) thence westward along St. Charles 
Rock Road for a distance of approxi¬ 
mately 2,000 feet to its intersection with 
Kratz Levee, thence west and north along 
Kratz Levee to its intersection with the 
Norfolk & Western Railroad right-of-way 
to the Gist (Taussig) Road overpass, 
thence north and east along Gist Road 
to its intersection with Interstate High¬ 
way 270 (Circumferential Expressway), 
thence northeast along Interstate High¬ 
way 270 to its intersection with U.S. 
Highway 66, thence in a southerly direc¬ 
tion along U.S. Highway 66 to its junction 
with Dorsett Road, thence westerly along 
Dorsett Road to the point of beginning. 

No oral hearing is contemplated at 
this time, but anyone wishing to make 
representations in favor of, or against, 
the above-proposed revision of the limits 
of the St. Louis, Mo.-East St. Louis, HI., 
commercial zone, may do so by the sub¬ 
mission of written data, views, or argu¬ 
ments. An original and seven copies of 
such data, views, or arguments shall be 
filed with the Commission on or before 
May 27,1968. Each such statement should 
include a statement of position with 
respect to the proposed revision, and a 
copy thereof should be served upon pe¬ 
titioners’ representative. 

Notice to the general public of the 
matter herein under consideration will 
be given by depositing a copy of this 
notice in the Office of the Secretary of 
the Commission for public inspection and 
by filing a copy thereof with the Direc¬ 
tor, Office of the Federal Register. 

By the Commission. 

[seal] H. Neil Garson, 

Secretary . 

[FH. Doc. 68-4881; Filed, Apr. 23, 1968; 

8:48 a.m.] 


[ 49 CFR Part 1048 1 

[Ex Parte MC-37 (Sub-No. 14) ] 

ATLANTA, GA., COMMERCIAL ZONE 
Definition of Zone 

April 19,1968. 

Petitioners: Merchants and Manufac¬ 
turers Transfer Co., Inc., Freight De¬ 


livery Service, Inc., Atlanta Express Co., 
ABC Transfer Co., and the Class *‘C” 
Carriers Association. 

Petitioners’ representative: Robert W. 
Walker, General Manager, Merchants 
and Manufacturers Transfer Co.. Inc., 
Post Office Box 20056, Station N, At¬ 
lanta, Ga. 30318. 

By petition filed March 12, 1968, peti¬ 
tioners request the Commission to in¬ 
stitute a proceeding for the purpose of 
specifically defining the limits of the 
zone adjacent to and commercially a 
part of Atlanta, Ga., which are now pre¬ 
scribed by the general formula promul¬ 
gated in Commercial Zones and Terminal 
Areas, 46 M.C.C. 665 (49 CFR 1408.101). 
Such formula provides that a city, such 
as Atlanta, having a population greater 
than 100,000, and which has not been 
accorded individual consideration, shall 
have a commercial zone which consists 
of, and includes, the following: (a) The 
municipality itself; (b) all municipalities 
within the United States which are con¬ 
tiguous to the base municipality; (c) 
all unincorporated areas within 5 miles 
of its corporate limits and all of any 
other municipality any part of which is 
within 5 miles of the corporate limits of 
the base municipality; and (d) all mu¬ 
nicipalities wholly surrounded, or so sur¬ 
rounded except for a water boundary, by 
the base municipality. 

The instant petition requests specific 
definition of the Atlanta commercial 
zone to include all of the area which is 
included by the application of the above 
formula, and, in addition, all points with¬ 
in a line drawn 10 miles beyond the 
corporate limits of Atlanta and all of 
any municipality any part of which is 
within 10 miles of the corporate limits 
of Atlanta, and the site of the U.S. Gov¬ 
ernment General Services Administra¬ 
tion warehouse located 12.4 miles from 
the corporate limits of Atlanta on U.S. 
Highway 23. 

No oral hearing is contemplated at this 
time, but anyone wishing to make repre¬ 
sentations in favor of, or against, the 
above-proposed specific definition of the 
boundary of the Atlanta, Ga., commer¬ 
cial zone, may do so by the submission of 
written data, views, or arguments. An 
original and seven copies of such data, 
views, or arguments shall be filed with 
the Commission on or before May 27, 
1968. Each such statement shall include 
a statement of position with respect to 
the proposed revision, and a copy there¬ 
of should be served upon petitioners’ 
representative. 

Notice to the general public of the 
matter herein under consideration will 
be given by depositing a copy of tills 
notice in the Office of the Secretary of 
the Commission for public inspection and 
by filing a copy thereof with the Director, 
Office of the Federal Register. 

By the Commission. 

[seal] H. Neil Garson, 

Secretary. 

[FR. Doc. 68-4882; Filed, Apr. 23, 1968; 

8:48 a.m.] 
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Notices 


DEPARTMENT OF THE TREASURY 

Office of the Secretary 

| Treasury Dept. Order 95, Rev. 2J 

UNISSUED FEDERAL RESERVE NOTES 
Custody 

By virtue of the authority vested in 
the Secretary of the Treasury, including 
the authority in Reorganization Plan 
No. 26 of 1950 and under the authority 
vested in me by Treasury Order No. 190, 
Revision 4, it is hereby ordered that the 
functions relating to the control and cus¬ 
tody of newly produced Federal Reserve 
notes currently performed by the Comp¬ 
troller of the Currency and the Treasurer 
of the United States be henceforth 
assigned in the following manner: 

1. In accordance with section 418, 
Title 12, U.S.C., the Comptroller of the 
Currency will continue to cause plates 
and dies to be engraved and to have 
printed therefrom and numbered such 
quantities of Federal Reserve notes as 
may be required to supply the Federal 
Reserve banks. 

2. In accordance with section 419, 
Title 12, U.S.C., the Federal Reserve notes 
prepared shall be retained in custody by 
the Bureau of Engraving and Printing 
and deposited to the order of the Comp¬ 
troller of the Currency for their delivery 
to a Federal Reserve bank. 

3. The Treasurer of the United States 
will. be relieved of his present joint- 
custody responsibilities for Federal 
reserve currency. 

4. The Bureau of Engraving and 
Printing shall furnish to the Comptroller 
of the Currency, and to the Treasurer of 
the United States as the representative 
of the Secretary of the Treasury, data 
mutually agreed necessary to assure a 
continuous accounting of Federal 
reserve currency printed. 

The facilities and resources necessary 
to perform the functions as reassigned 
by this order shall be redistributed among 
the affected agencies as mutually deter¬ 
mined and agreed to by the Comptroller 
of the Currency, the Treasurer of the 
United States, and the Director of the 
Bureau of Engraving and Printing. 

This order shall become effective 
immediately. It supersedes Treasury 
Department Order No. 95 (Revision 1) 
dated July 20,1955. 

[seal] Joseph W. Barr, 

Under Secretary of the Treasury . 

April 19, 1968. 

[P.R. Doc. 68-4915; Filed, Apr. 23. 1968; 
8:51 a.m.] 


DEPARTMENT OF THE INTERIOR 

Bureau of Land Management 

IF-8751 

ALASKA 

Notice of Proposed Classification of 

Public Lands for Multiple-Use 

Management 

1. Pursuant to the Act of Septem¬ 
ber 19. 1964 178 Stat. 986; 43 U.S.C. 1411- 
18) and to the regulations in 43 CFR 
Parts 2410 and 2411, it is proposed to 
classify for multiple-use management, 
all of the public lands in the area de¬ 
scribed below. 

Publication of this notice segregates 
the lands from all forms of entry, loca¬ 
tion, and settlement under the public 
land laws, including the mining and min¬ 
eral leasing laws. As used herein, “public 
lands” means any lands which are not 
withdrawn or reserved for Federal use 
or purpose. 

2. The lands affected are located in 
eastern Alaska, adjacent to the Taylor 
Highway where it crosses the Walker 
Fork of the Forty Mile River about 12 
miles south of the junction of the Dawson 
Loop Road. The land will be developed 
as a public campground. 

The tract preposed to be classified is 
described as follows and is shown on 
maps on file in the Fairbanks District 
and Land Office, 516 Second Avenue, 
Fairbanks, Alaska. 

Walker Fork Campground 

COPPER RIVER MERIDIAN 

T. 27 N., R. 19 E., unsurveyed, sec. 35. 

The area described contains approxi¬ 
mately 640 acres. 

3. For a period of 60 days from the 
date of publication of this notice in the 
Federal Register, all persons who wish 
to submit comments, suggestions, or ob¬ 
jections in connection with the proposed 
classification may present their views in 
writing to the Fairbanks District Man¬ 
ager, Bureau of Land Management. 

Burton W. Silcock, 
State Director . 

[F.R. Doc. 68-4843; Filed, Apr. 23, 1968; 

8:45 a.m.l 


[F-860] 

ALASKA 

Notice of Proposed Classification of 
Public Lands for Multiple-Use 
Management 

1. Pursuant to the Act of Septem¬ 
ber 19, 1964 (43 U.S.C. 1411-18) and the 


regulations in 43 CFR Parts 2410 and 
2411, it is proposed to classify for mul¬ 
tiple-use management, the public lands 
within the areas described below, to¬ 
gether with any lands therein that may 
become public lands in the future. 

Publication of tills notice segregates 
all the public lands in the areas described 
below from appropriation under the set¬ 
tlement laws (48 U.S.C. 355, 357-357b, 
371-380a, 461), and further segregates 
the land described in paragraph 5 from 
the mining laws (30 U.S.C. 21) and the 
material sale law (30 U.S.C. 601). Except 
as noted, the lands shall remain open to 
all other applicable forms of appropria¬ 
tion, including the mining and mineral 
leasing laws. 

As used herein, “public lands” means 
any lands which are not withdrawn or 
reserved for a Federal use or purpose. 

2. All persons who wish to submit com¬ 
ments, suggestions, or objections in con¬ 
nection with the proposed classification, 
may present their views in writing to the 
Fairbanks District Manager, Bureau of 
Land Management. 

3. A public hearing will be held, at a 
time and place to be announced, if the 
authorized officer determines that there 
is sufficient public interest to warrant 
such a hearing. 

4. The lands proposed to be classified 
are shown on maps on file in the Fair¬ 
banks District and Land Office. 516 Sec¬ 
ond Avenue, Fairbanks, Alaska, and the 
State Office, Bureau of Land Manage¬ 
ment, 555 Cordova Street, Anchorage, 
Alaska. 

The lands are described as follows: 

Salmon Lake Area 

Describing lands In Alaska on the Seward 
Peninsula. The Salmon Lake Area Is located 
on the Nome-Kougarok Road approximately 
40 miles north of the city of Nome. 

tract x 

Beginning at a point on the centerline of 
the Nome-Kougarok Road found 0.8 mile 
west of the bridge, measured on the center- 
line of said road where said road crosses the 
Grant Central River. Said point further 
found at approximate coordinates 64*54' N.. 
165°08' W. From the point of beginning, by 
metes and bounds: South, 0.4 mile to the 
roadbed of the abandoned Seward Peninsula 
Railroad; easterly, along the roadbed of the 
abandoned railroad 11.4 miles to a point 2 
miles due south of hill 632, as shown on 
U.S.G.S. Map Solomon (D-6) Quadrangle; 
northerly, 3 miles to a point 0.60 mile north 
of the Nome-Kougarok Road; westerly, paral¬ 
lel to and 0.50 mile north of the Nome-Kou¬ 
garok Road approximately 11 miles to a point 
0.50 mile north of the point of beginning; 
south 0.50 mile to the point of beginning. 

TRACT IX 

Beginning at a point 0.50 mile north of the 
point of beginning described in Tract I and 
coincident to the point initiating the final 
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course in Tract I: Northerly on a course 
parallel to and 0.5 mile west of the Grand 
Central River and the most westerly channel 
of said river approximately 2 miles to Tumlt 
Creek; N. 75° E., 1 mile; southerly on a course 
parallel to and 0.5 mile west of the Grand 
Central River and the most easterly chan¬ 
nel of said river approximately 2 miles to 
a point 0.50 mile north of the centerline 
Nome-Kougarok Road and 0.4 mile west of 
Rainbow Creek; westerly, parallel to and 0.50 
mile north of the centerline of the Nome- 
Kougarok Road on a course coincident to the 
northern limit of Tract I to the point of 
beginning. 


The tract described aggregates ap¬ 
proximately 265 acres. 

TRACT VlII 

Beginning at a point of the right (south) 
bank of the Kruzgamepa or Pilgrim River, 
which bears S. 41’57' E., approximately 6 
chains from MC 1, U.S. Survey 4212. Prom 
the point of beginning by metes and bounds: 
S. 41*57' E., 15 chains; S. 70*00' W. t approx¬ 
imately 18 chains to a point on the short- 
line of Salmon Lake; northerly and easterly 
along the meander of* Salmon Lake and the 
Kruzgamepa River approximately 30 chains 
to the point of beginning. 


The two tracts are contiguous and con¬ 
tinuous. The public lands described ag¬ 
gregate 7,870 acres. 

5. As provided in paragraph 1 above, 
the following described lands are further 
segregated from location under the min¬ 
ing law (30 U.S.C. 21), and disposal of 
materials under the materials disposal 
law (30 U.S.C. 601). 


TRACT HI 

Beginning at corner 10. U.S. Survey 4212: 
Thence N. 08*08' W. t approximately 20 
chains; S. 71*52' W., approximately 13.50 
chains; S. 28*08' E. f approximately 20 chains 
to comer 11, U.S. Survey 4212; N. 61*45' E, 
6.10 chains to the point of beginning. 

The tract described aggregates ap¬ 
proximately 19.20 acres. 


TRACT IV 


Lot 17, U.S. Survey 4212 containing 24.78 
acres. 


TRACT V 


Beginning at comer 11, U.S. Survey 4212, 
by metes and bounds: N. 28*08' W., 6.55 
chains; S. 61*23' W., parallel to the center- 
line of the Nome-Kougarok Road and coin¬ 
cident to the north (corners 2-3) lino of 
U.S. Survey 4216. 28.9 chains; S. 28*37' E., 
13.52 chains; N. 61*23' E.. parallel to the 
Nome-Kougarok Road, 30 chains; N. 18*08' 
W., coincident to the west (comers 11-12) 
Une of the lot 17. U.S. Survey 4212, 7 chains 
to the point of beginning. 

The tract described contains U.S. Sur¬ 
vey 4216 In its entirety and aggregates 
approximately 20.20 acres. 

TRACT VI 

Beginning at comer 10. U.S. Survey 4212, 
by metes and bounds: N. 08°08' W., 6.55 
chains; N. 61*45' E., parallel to the Nome- 
Kougarok Road. 18.90 chains; S. 18*08' E„ 
13.52 chains; S. 61*45' W., parallel to the 
Nome-Kougarok Road, 20 chains; N. 18*08' 
W., coincident to the east (comers 9-10) 
Une of lot 17, U.S. Survey 4212, 7 chains to 
the point of beginning. 

The tract described aggregates ap¬ 
proximately 26.68 acres. 

TRACT VIT 

Beginning at the Junction of an unnamed 
creek and the Kruzgamepa River (Pilgrim 
River), at approximately 64 *55'22" N. 
latitude 164*56'45" W. longitude, thence 
northerly along the west bank of said 
unnamed creek approximately 10 chains to 
a point on the centerline of the Nome- 
Kougarok Road; westerly along the center- 
line of said road approximately 94 chains 
to corner 2. U.S. Survey 5009 (unapproved); 
S. 28*23' E.. 5.9 chains; S. 01*67' E., 4.7 
chains; easterly along the meander of Salmon 
Lake and Kruzgamepa River approximately 
100 chains to the point of beginning. 


The tract described aggregates ap¬ 
proximately 27 acres. 

TRACT IX 

Beginning at the northeast comer of lot 
5, U.& Survey 4213, found N. 48*11' E., 11.56 
chains from monumented corner 3 said 
survey, thence N. 48*11' E., 10 chains; north 
15 chains; west, 40 chains; south ap¬ 
proximately 32 chains; east 20 chains to 
comer 2. US. Survey 4213; N. 48*11' E., 5.50 
chains; N. 41*49' W.. 8.20 chains; N. 48*11' 
E„ 11.56 chains; S. 41°49' E., 8.20 chains to 
the point of beginning; and lot 4, US. Survey 
4213. 

The tract described aggregates ap¬ 
proximately 108.51 acres. 

TRACT X 

Beginning at a point 5 chains north of 
the centerline of the Nome-Kougarok Road 
and approximately 5 chains east of Rainbow 
Creek, said point further found N. 47*00' 
W.. 38 chains from corner 2, U.S. Survey 
4213; thence northeasterly and parallel to 
the Nome-Kougarok Road, 20 chains; 
northerly and perpendicular to the Nome- 
Kougarok Road centerline 15 chains; south¬ 
westerly and parallel to the Nome-Kougarok 
Road 20 chains; southerly and perpendicular 
to the Nome-Kougarok Road centerline, 15 
chains to the point of beginning. 

The tract described aggregates ap¬ 
proximately 30 acres. 

TRACT XI 

Beginning at a point 5 chains north of the 
centerline of the Nome-Kougarok Road and 
approximately 5 chains west of Rainbow 
Creek, said point found N. 57*00' W., 44 
chains from corner 2, US. Survey 4213, 
thence southwesterly and parallel to the 
Nome-Kougarok Road, 20 chains; northerly 
and perpendicular to the Nome-Kougarok 
Road centerline 15 chains; northeasterly and 
parallel to the Nome-Kougarok Road 20 
chains: southerly and perpendicular to the 
Nome-Kougarok Road centerline, 15 chains 
to the point of beginning. 

The tract described aggregates ap¬ 
proximately 30 acres. 

Burton W. Silcock, 

State Director . 

(F.R. Doc. 68-4844; Filed, Apr. 23, 1968; 

8:45 a.m.) 


Bureau of Reclamation 
BOISE NATIONAL FOREST, IDAHO 

Order of Transfer of Administrative 
Jurisdiction of Land; Correction 

In F.R. Doc. 68-4008, appearing on 
page 5375 of the issue for Thursday, 
April 4, 1968, in the land description 
heading “Acquired Lands, 1 ’* delete the 
footnote reference. After the sentence 


“The withdrawn lands to be transferred 
aggregate 1,699.90, more or less,” insert 
the heading “Acquired Lands Subject 
to Reserved Right for Agriculture and 
Grazing Purposes. 1 ” 

Dated: April 16, 1968. 

Floyd E. Dominy, 

Commissioner of Reclamation. 

[F.R. Doc. 68-4845; Filed, Apr. 23, 1968; 
8:45 a.m.] 


Office of the Secretary 
CARROL M. BENNETT 

Statement of Changes in Financial 
Interests 

In accordance with the requirements 
of section 710(b) (6) of the Defense 
Production Act of 1950, as amended, and 
Executive Order 10647 of November 28, 
1955, the following changes have taken 
place in my financial interests during 
the past 6 months: 

(1) Sold Delhi-Australian Petroleum Ltd.; 
International Telephone & Telegraph. 

(2) Philadelphia & Reading Corp.; Sov¬ 
ereign Investment Co.; Southwestern Public 
Service Oo.; Port Worth Steel & Machinery. 

(3) Purchased: American Amicable Life 
Ins. Co.; Interstate United Corp. 

This statement is made as of April 11, 
1968. 

Dated: March 27,1968. 

Carrol M. Bennett. 

[F.R. Doc. 68-4846; Filed. Apr. 23. 1968; 
8:45 a.m.] 


ALEX S. CHAMBERLAIN 

Statement of Changes in Financial 
Interests 

In accordance with the requirements 
of section 710(b) (6) of the Defense 
Production Act of 1950, as amended, and 
Executive Order 10647 of November 28, 
1955, the following changes have taken 
place in my financial interests during the 
past 6 months: 

(1) None. 

(2) None. 

(3) None. 

(4) None. 

This statement is made as of April 21, 
1968. 

Dated: April 1,1968. 

Alex S. Chamberlain. 

IFJEL Doc. 68-4847; Filed, Apr. 23, 1968; 
8:45 a.m.] 


LAYTON E. KINCANNON 

Statement of Changes in Financial 
Interests 

In accordance with the requirements 
of section 710(b) (6) of the Defense Pro¬ 
duction Act of 1950, as amended, and 
Executive Order 10647 of November 28, 
1955, the following changes have taken 
place in my financial interests during 
the past 6 months: 
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(1) None. 

(2) Purchases: John Blair & Co.; Hank 
Org Adr.; Sold: Great America Corp.; Mans¬ 
field Tire & Rubber; Mercantile Industries. 

(3) None. 

(4) None. 

This statement is made as of April 8, 

1968. 

Dated: April 8,1968. 

Layton E. Kincannon. 

[F.R. Doc. 68-4848; Filed, Apr. 23. 1968; 
8:46 a.m.] 


MAXWELL S. McKNIGHT 

Statement of Changes in Financial 
Interests 

In accordance with the requirements 
of section 710(b) (6) of the Defense Pro¬ 
duction Act of 1950, as amended, and Ex¬ 
ecutive Order 10647 of November 28,1955, 
the following changes have taken place 
in my financial interests during the past 
6 months; 

(1) None. 

(2) Delete: “Standard Oil Co. (N.J.)*\ 

(3) None. 

(4) None. 

This statement is made as of April 26, 
1968. 

Dated: April 1,1968. 

Maxwell S. McKnight. 

[F.R, Doc. 68-4849; Filed, Apr. 23, 1968; 
8:46 a.m.) 


G. EVERETT MILLICAN 

Statement of Changes in Financial 
Interests 

In accordance with the requirements 
of section 710(b) (6) of the Defense Pro¬ 
duction Act of 1950, as amended, and 
Executive Order 10647 of November 28, 
1955, the following changes have taken 
place in my financial interests during the 
past 6 months: 

(1) None. 

(2) None. 

(3) None. 

(4) None. 

This statement is made as of April 8, 
1968. 

Dated: March 29,1968. 

G. Everett Millican. 
[Fit. Doc. 68-4850; Filed. Apr. 23, 1968; 
8:46 ajn.] 


HARRY J. PECKHEISER 

Statement of Changes in Financial 
Interests 

In accordance with the requirements of 
section 710(b) (6) of the Defense Pro¬ 
duction Act of 1950, as amended, and 
Executive Order 10647 of November 28, 
1955, the following changes have taken 
place in my financial interests during the 
past 6 months: 

(1) None. 

(2) Acquired shares of Drefus Fund, 


(3) None. 

(4.) None. 

This statement is made as of April 
15,1968. 

Dated: April 1,1968. 

H. J. PECKHEISER. 

[FR. Doc. 68-4851; Filed, Apr. 23, 1968; 
8:46 ajn.] 


DEPARTMENT OF AGRICULTURE 

Office of the Secretary 

CONSUMER AND MARKETING 

SERVICE 

Delegation of Functions 

Section 111 of the Statement of Orga¬ 
nization and Delegations published at 29 
Fit. 16210 et seq., December 3, 1964, as 
amended at 30 Fit. 6697, May 15, 1965, 
31 Fit. 10644, August 10. 1966, and 33 
Fit. 2793, February 9, 1968, is further 
amended as follows: 

1. Subsection a(l) is revised by delet¬ 
ing the words “and decisions” from the 
first sentence. As revised, section llla(l) 
reads: 

(1) Final action on regulations under 
sections 8c(15) (A) and 10(c) of the 
Agricultural Marketing Agreement Act 
of 1937 (7 UJS.C. 608c(15) (A) and 610 
(c)) and E.O. 10199, and sections 12(a) 
and 15 of the Cotton Research and Pro¬ 
motion Act (7 U.S.C. 2111(a) and 2114). 

2. Section 111b is revised (a) to reflect 
the inclusion of the Administrative 
Procedure Act of 1946 in the recodified 
version of Title 5, United States Code, as 
enacted into positive law by Public Law 
89-554, 80 Stat. 378. and (b) to update 
other United States Code citations. As 
revised, section 111b reads: 

b. Reservations to the Judicial Officer . 
(1) Final action in reparation proceed¬ 
ings: in section 5 cases under the Grain 
Standards Act (7 U.S.C. 77); and in pro¬ 
ceedings pursuant to sections 557 and 558 
of Title 5, United States Code, except 
orders in rulemaking under the Agricul¬ 
tural Marketing Agreement Act of 1937, 
and the Cotton Research and Promotion 
Act. 

All decisions and orders of the Depart¬ 
ment’s Judicial Officer issued under sec¬ 
tion 8c (15) (A) of the Agricultural Mar¬ 
keting Agreement Act (7 U.S.C. 608c(15) 
(A)) between and including August 
10, 1966, and the effective date of this 
amendment shall be deemed to have been 
decisions of the Secretary and are hereby 
ratified and confirmed. 

This amendment shall be effective 
upon publication in the Federal Regis¬ 
ter. 

Done at Washington, D.C., this 19th 
day of April 1968. 

Orville L. Freeman, 
Secretary of Agriculture. 

[FR. Doc. 68-4902; Filed, Apr. 23. 1968; 

8:49 a.ra.J 


DEFENSE RESPONSIBILITIES IN USDA 

The following notice supersedes that 
portion of the notice titled “Assignment 
of Defense Responsibilities in USDA” 
which spelled out the provisions of Secre¬ 
tary’s Memorandum 1489, Revised, pub¬ 
lished on March 27. 1964, 29 F.R. 3820. 
All emergency delegations published in 
the same issue which followed the por¬ 
tion of the notice superseded remain in 
effect. 

General 

Section 1. Purpose. This notice out¬ 
lines the defense responsibilities of the 
Department of Agriculture and the 
organization for carrying them out at the 
national, regional, State, and county 
levels. It establishes responsibility for 
Departmental direction and coordina¬ 
tion, and assigns major defense functions 
to USDA agencies doing related work, so 
as to build full capability into the exist¬ 
ing organization. Other defense assign¬ 
ments may be made from time to time. 
Defense responsibilities are regarded as 
regular program activities and are of 
equal priority with all other programs. 

Sec. 2. Summary of USDA defense 
responsibilities. Under delegated author¬ 
ity (Executive Orders 10958 and 10998), 
the Secretary of Agriculture is respon¬ 
sible for defense program functions 
relating to: 

a. Agricultural production; 

b. Food processing, storage and dis¬ 
tribution through the wholesaler level; 

c. Salvage of food and rehabilitation 
of food and farm facilities; 

d. Stockpiling of food; 

e. Purity and wholesomeness of meat 
and meat products, poultry and poultry 
products in establishments subject to 
USDA inspection; 

f. Claiming food supplies for the civil¬ 
ian population; analyzing food require¬ 
ments and supplies; and allocating food 
supplies to claimant agencies; 

g. Cooperation with the Office of 
Emergency Planning on economic stabi¬ 
lization and rationing policies and with 
the Office of Civil Defense, Department 
of Defense, on civil defense programs; 

h. Protection of crops, livestock, and 
products thereof from biological and 
chemical warfare; 

i. Radiological defense for agricultural 
purposes; 

j. Domestic distribution of farm equip¬ 
ment and fertilizer; 

k. Use of facilities associated with 
agricultural production, food processing, 
storage and distribution, and domestic 
distribution of farm equipment and 
fertilizer; 

l. Claiming materials, manpower, 
equipment, supplies and services needed 
to support food and other program 
responsibilities; 

m. Analyzing attack and assessing its 
effects on assigned resources; 

n. Research on matters relating to 
defense; 

o. Defense information and education; 

p. Emergency credit; 

q. Rural fire defense and timber pro¬ 
duction, including production and utili- 
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zation of forest products, in cooperation 
with the Department of Commerce; 

r. Emergency agricultural use of soils 
and water; and 

s. Agricultural statistics relating to 
defense. 

Responsibilities at National 
Headquarters 

Sec. 3. Direction , coordination and 
liaison —a. The Assistant to the Secre¬ 
tary (Defense Mobilization Planning). 
The Assistant to the Secretary (Defense 
Mobilization Planning) is responsible to 
the Secretary for directing the total de¬ 
fense program of USDA. This includes 
maintaining liaison with executive de¬ 
partments and the Congress with respect 
to policy matters, supervision and direc¬ 
tion of USDA Defense Boards (National, 
State, County and Metropolitan), the 
USDA Regional Defense Staff, the USDA 
part of the National Defense Executive 
Reserve Program, and providing policy 
guidance to USDA agencies in carrying 
out specific defense assignments. 

b. USDA National Defense Board. The 
USDA National Defense Board advises 
the Secretary on defense matters. The 
Assistant to the Secretary is Chairman 
of the Board which comprises the heads 
of agencies with defense assignments. 
The agency heads provide major policy 
guidance and counsel as may be required 
by the Chairman in directing and coordi¬ 
nating the defense work of the Depart¬ 
ment. The members of the Board, as 
heads of agencies, are responsible for 
carrying out the functions assigned to 
their agencies in an emergency, for pre- 
emergency defense preparedness, and for 
providing program management direc¬ 
tion to their representatives at national 
headquarters and in the field as needed 
to carry out agency and Departmental 
programs. 

c. USDA Defense Operations Commit¬ 
tee. The USDA Defense Operations Com¬ 
mittee serves as an advisory staff for the 
USDA National Defense Board. The 
Assistant to the Secretary is Chairman 
of the Committee which comprises de¬ 
fense liaison representatives from agen¬ 
cies in USDA whose heads are members 
of the USDA National Defense Board. 
This Committee advises the Chairman 
on a continuing basis concerning the 
coordination of defense responsibilities 
in the Department, and recommends 
matters which should be reviewed by the 
Chairman. The Committee is responsi¬ 
ble also for making a continuous ap¬ 
praisal of the USDA defense program to 
assure its effectiveness in time of an 
emergency. 

Sec. 4. Defense assignments to agen¬ 
cies. Defense functions are assigned to 
USDA agencies doing related work. Only 
those agencies with specific defense as¬ 
signments are included in this notice. 
However, any USDA agency may be 
called upon either in the preemergency 
period or in an emergency to contribute 
to the defense effort. Agencies will be 
expected to respond to these special re¬ 
quests. 

Sec. 5. Agricultural Research Service . 
The Agricultural Research Service 
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(ARS) is responsible for preemergency 
preparedness and emergency operations 
relating to: 

a. Defense against biological and 
chemical warfare in relation to crops, 
livestock and products thereof and deter¬ 
mination of the extent and effects of 
biological and chemical warfare agents 
employed by an enemy on agriculture; 

b. Research in support of defense 
needs and anticipated emergency opera¬ 
tions except as noted under “Economic 
Research Service,” “Forest Service,” and 
the “Cooperative State Research Serv¬ 
ice.” 

c. Market quality and transportation 
and facilities research on matters re¬ 
lated to departmental defense responsi¬ 
bilities; 

d. Determination of requirements for 
equipment, chemicals, and other requi¬ 
sites needed in support of the assigned 
activities, and reporting these require¬ 
ments to Agricultural Stabilization and 
Conservation Service (ASCS) for con¬ 
solidation with requirements submitted 
by other USDA agencies; 

e. Maintenance of a capability for 
radiological monitoring at livestock 
marketing centers subject to continuous 
ARS inspection. ARS assists the Con¬ 
sumer and Marketing Service in pro¬ 
viding monitoring at the county level for 
the safe processing of food animals under 
emergency conditions. C&MS ^ordi¬ 
nates and directs these activities. USDA 
monitors shall perform agricultural and 
environmental monitoring missions on a 
local priority basis as directed by appro¬ 
priate USDA authority; 

f. Contributing to assessment of effects 
of attack; 

g. Organization, coordination, and di¬ 
rection of a system of radiological mon¬ 
itoring, including (1) arrangements with 
Office of Civil Defense, Department of 
Defense (OCD-DoD) for the acquisition, 
use, and disposition of monitoring equip¬ 
ment; (2) training of instructors in the 
use of monitoring equipment and general 
assistance to agencies of the Department 
in coordinating radiological training; 
and (3) development and formulation of 
guidelines for use in determining the 
most efficient procedures for producing, 
processing, storing, and distributing 
agricultural commodities under post¬ 
attack conditions. These guidelines are 
the results of research studies conducted 
in cooperation with other Federal de¬ 
partments, including the Department of 
Defense, the Atomic Energy Commission, 
and the Department of Health, Educa¬ 
tion, and Welfare; 

h. Administrative functions on behalf 
of the Secretary relating to radiological 
safety within the Department; and 

i. Representing USDA at interdepart¬ 
mental meetings relative to agricultural 
defense research programs of ARS as a 
coordinating service for the Assistant to 
the Secretary. 

Sec. 6. Agricultural Stabilization and 
Conservation Service. The Agricultural 
Stabilization and Conservation Service 
(ASCS) is responsible for preemergency 
preparedness and emergency operations 
relating to; 


a. Production of crops and livestock 
and production program actions in¬ 
volving use of production resources and 
facilities including production goals, 
price supports and incentive payments; 

b. Assistance to faimers, the grain 
storage industry, the domestic farm 
equipment and fertilizer distribution in¬ 
dustries, and the feed and seed industries, 
including determination of requirements 
for materials, manpower, equipment, 
supplies and services; 

c. Programs for emergency period 
controls on feed and seed and on domes¬ 
tic distribution of farm equipment and 
fertilizer, and for advising industry of 
control plans; 

d. Programs for handling, storing and 
distributing all grain (wheat, rye, rice, 
corn, oats, barley, sorghum grain, soy¬ 
beans, flaxseed, dry edible beans, and 
peanuts) prior to export or to processing 
for human consumption or industrial use. 
Grain for livestock feed, including mixed 
feed, and grain for seed are assigned to 
ASCS at all levels. Note, however, that 
ASCS shares the responsibility for grain 
and grain products with C&MS. C&MS 
determines requirements for grain for 
processing into products for human 
consumption, advises ASCS concerning 
movement of grain for processing into 
products for human consumption, and is 
responsible for the processing, storage, 
and distribution of grain products for 
human consumption. 

e. Assessing effects of attack on re¬ 
sources within the area of assignments 
to ASCS. This shall be coordinated with 
other USDA agencies, as appropriate; 

f. Programs for salvaging agricultural 
commodities and for use and rehabilita¬ 
tion of farm land and facilities within 
the area of assignments to ASCS; 

g. Supplying ERS with information on 
livestock feed and seed requirements for 
agricultural production; and on agricul¬ 
tural production capabilities based on 
known or assumed level of availability of 
essential production requisites; 

h. Cooperating with ERS in developing 
the USDA position regarding economic 
stabilization and rationing with partic¬ 
ular reference to food production impli¬ 
cations ; and 

i. Carrying out the C&MS emergency 
food management program operations at 
the county level as a service for that 
agency in those comities where ASCS 
carries out its regular programs, except 
where special arrangements are made. 

j. The following additional functions 
which shall be carried out as a coordinat¬ 
ing sendee for the Assistant to the 
Secretary: 

(1) Consolidating all claims for mate¬ 
rials, manpower, equipment, supplies, 
and services needed to support food and 
other program responsibilities of USDA. 
Supplying to ARS, C&MS, ERS, and 
FS information on availability of those 
nonfood requisites for the USDA 
programs; 

(2) Coordinating agricultural man¬ 
power activities relating to registrants 
under the Selective Service System and 
reservists of the Department of Defense, 
including providing information on 
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farming operations of these registrants 
and reservists; 

(3) Coordinating USDA activities re¬ 
lating to expansion of productive capac¬ 
ity, materials, and facilities under the 
Defense Production Act of 1950, as 

amended; 

(4) Representing USDA at interde¬ 
partmental defense meetings as desig¬ 
nated or upon request; 

(5) Servicing USDA State, County and 
Metropolitan Area Defense Boards; 

(6) Performing services pertaining to 
the functions of the USDA Emergency 
Program Coordinators; 

(7) Coordinating activities relating 
to analyzing attack and assessing its 
effects on food and related facilities, tim¬ 
ber and other resources that are USDA 
responsibilities; supervising the national 
level Attack Analysis Staff and process¬ 
ing data from all sources needed for 
defense; and 

(8) Assembling and consolidating de¬ 
fense reports of all USDA agencies, pre¬ 
paring reports for internal management 
and for background, preparing defense 
reports for the Department to submit 
to other Government agencies and the 
Congress, and coordinating emergency 
records systems applicable to USDA 
State and County Defense Boards and 
the USDA emergency records required at 
regional sites by the USDA Emergency 
Program Coordinators and Regionsd 
Agency Representatives. 

Sec. 7. Commodity Credit Corpora¬ 
tion. The Commodity Credit Corpora¬ 
tion (CCC), functioning through the 
ASCS, is responsible for preemergency 
preparedness and emergency operations 
relating to: 

a. Procurement of needed food and 
agricultural commodities, and the man¬ 
agement and stockpiling of CCC-owned 
commodities as may be authorized by the 
Congress. Such plans are to be coordi¬ 
nated with C&MS food and stockpile 
management operations; 

b. Making reimbursable disbursements 
for FHA emergency production loans 
when there is a breakdown in mail serv¬ 
ices or in activities of the FHA Finance 
Office or the Disbursing Office of the 
Treasury Department; and 

c. Guaranteeing emergency loans 
made by lenders and making emergency 
loans needed to process, store and dis¬ 
tribute food, feed, and seed, to mix and 
distribute fertilizer, and to distribute 
farm equipment; and guaranteeing firms 
that they will receive payment for pro¬ 
viding food, feed and seed or other prod¬ 
ucts or services when an authorized 
USDA representative directs or arranges 
with them to do so. 

Sec. 8. Consumer and Marketing Serv¬ 
ice. The Consumer and Marketing Serv¬ 
ice (C&MS) is responsible for preemer- 
gency preparedness and emergency op¬ 
erations relating to: 

a. Emergency food management, in¬ 
cluding but not necessarily limited to: 

(1) Emergency food orders and plans 
and programs relating to food proces¬ 
sing, storage, and distribution through 
the wholesaler level and the direct pro¬ 
curement of food as necessary under 


emergency conditions. With respect to 
grain, C&MS shares responsibility with 
ASCS. C&MS determines requirements 
for grain for processing into products for 
human consumption, and is responsible 
for the processing, storage, and distri¬ 
bution of such products. ASCS is respon¬ 
sible for the storage and movement of all 
grain in raw form, and for the processing, 
storage and distribution of grain and 
grain products for feed and seed. 

(2) Analysis of food processing, stor¬ 
age and distribution capability, and de¬ 
veloping emergency programs as needed 
for these areas. 

(3) Programs to provide guidance to 
food processing, storage and distribution 
industries and to State governments con¬ 
cerning plans for postattack food man¬ 
agement. 

(4) Programs for emergency salvage 
of food, and for the use and rehabilita¬ 
tion of food facilities, for which C&MS 
has assigned responsibility. 

(5) Development and management in 
the preemergency period of programs re¬ 
lating to stockpiles of processed foods 
and the management of such stockpiles 
in the emergency period. This includes 
cooperation with ASCS in rotation of 
CCC stocks of processed foods. 

Note: Except where special arrangements 
are made to the contrary, at the County level 
ASCS is assigned responsibility for C&MS 
emergency food management program opera¬ 
tions in those counties where ASCS carries 
out its regular programs. 

b. Determination of requirements of 
the food processing, storage and distribu¬ 
tion industries for nonfood requisites, 
including materials, manpower, equip¬ 
ment, supplies and services and credit, 
and reporting these requirements to 
ASCS for consolidation with require¬ 
ments submitted by other USDA agencies. 

c. Development of plans and pro¬ 
cedures for the effective utilization of 
transportation services necessary for the 
accomplishment of the emergency re¬ 
sponsibilities assigned to USDA; coordi¬ 
nation of such plans and procedures with 
other USDA agencies and other Federal 
agencies as needed, and cooperation with 
other Federal agencies in studies relat¬ 
ing to the foregoing. 

d. Presentation of claims for food for 
the civilian population to the Economic 
Research Service (ERS). 

e. Cooperation with ERS in develop¬ 
ment of recommendations concerning 
economic stabilization and food rationing 
policies. 

f. Inspection and grading of agricul¬ 
tural commodities and inspection to in¬ 
sure the purity and wholesomeness of 
meat and meat products, poultry and 
poultry products in slaughtering and 
processing plants subject to continuous 
C&MS inspection. 

g. Development, maintenance, and op¬ 
eration of an organized capability for 
radiological monitoring of food, food fa¬ 
cilities and the environment. Central to 
this assignment are (1) monitoring of 
the premises and products at meat and 
poultry slaughtering and processing 
plants and egg processing plants subject 
to C&MS inspection, and (2) monitoring 


of agricultural commodities and facilities 
owned or leased by any agency of USDA, 
except those on farms and at bin sites. 
Such capability and functioning shall in¬ 
clude performance of agricultural and 
environmental monitoring missions on a 
local priority basis as directed by appro¬ 
priate USDA authority. 

h. Assessment of effects of attack on 
resources within area of assignments to 
C&MS. This shall be coordinated with 
other USDA agencies as appropriate. 

i. Performance of such other prepared¬ 
ness and related activities as may be as¬ 
signed to C&MS by appropriate authority. 

Sec. 9. Cooperative Extension Service . 
The Cooperative Extension Service 
(CES) is responsible for preemergency 
preparedness and emergency operations 
through the State Extension Services re¬ 
lating to: 

a. Information to farmers, other rural 
people and individual members of the 
food industry concerning their role in an 
emergency and educational assistance in 
reducing vulnerability of homes, crops, 
livestock, and forests to either covert 
or overt attack; 

b. Maintaining close working rela¬ 
tionships with organizations and groups 
serving the community and information 
media to obtain understanding and sup¬ 
port of USDA defense activities; 

c. Informational and educational serv¬ 
ices essential to carrying out the defense 
programs of USDA; 

d. Informational and educational serv¬ 
ices essential to the application of sci¬ 
ence and technology to meet emergency 
agricultural production goals; and 

e. Under contract with the Office of 
Civil Defense, carrying out the rural civil 
defense education program. 

Sec. 10. Cooperative State Research 
Service. The Cooperative State Research 
Service (CSRS) is responsible for pre- 
emergency preparedness and emergency 
operations relating to: 

a. Utilizing the services of land-grant 
colleges and other cooperating State col¬ 
leges and universities in carrying out 
the defense responsibilities of the 
Department. 

b. Encouraging research by these co¬ 
operating organizations to support the 
program of the Department; and 

c. Assuring coordination of such work 
with the USDA defense program 
responsibilities. 

Sec. 11. Economic Research Service. 
The Economic Research Service (ERS), 
in cooperation with appropriate agencies 
of the Department is responsible for pre¬ 
emergency preparedness and emergency 
operations relating to: 

a. Current and projected supplies and 
requirements for agricultural com¬ 
modities; 

b. Production capacity and adjust¬ 
ment potentials for agricultural com¬ 
modities; 

c. Economic analysis and background 
data relating to needs for and substitu¬ 
tion possibilities for farm production 
goods and marketing services, both 
domestically and for foreign countries; 

d. Contributing to assessment of ef¬ 
fects of attack; and 
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e. The following additional functions 
which shall be carried out as a coordi¬ 
nating service for the Assistant to the 
Secretary: 

(1) Assembling, summarizing, inter¬ 
preting, and providing to other agencies 
of the Department, at intervals or con¬ 
tinuously as necessary, information on 
the overall agricultural and food situa¬ 
tion; and making and providing appro¬ 
priate projections based on such 
information; 

(2) Recommending basic food alloca¬ 
tions to major food claimants on the 
basis of ERS estimates of supplies and 
requirements, taking into consideration 
the claims and other data furnished by 
ASCS, C&MS, Foreign Agricultural Serv¬ 
ice, (FAS), and other Federal agencies 
with assigned food claimancy respon¬ 
sibilities; 

(3) Reviewing economic stabilization 
proposals affecting food and agriculture 
and recommending a USDA position 
relative to economc stabilization and 
rationing. This will be done in coopera¬ 
tion with ASCS, C&MS, and FAS; and 

(4) Upon request, representing USDA 
at interdepartmental meetings. 

Sec. 12. Farmers Home Administra¬ 
tion. The Farmers Home Administration 
(FHA) is responsible for preemergency 
preparedness and emergency operations 
relating to: 

a. Emergency credit to farmers in sup¬ 
port of the agricultural production 
program; and 

b. Technical assistance relating to 
guarantees and other credit arrange¬ 
ments in support of all USDA emergency 
programs except agricultural production. 

Sec. 13. Foreign Agricultural Service. 
The Foreign Agricultural Service (FAS) 
is responsible for preemergency pre¬ 
paredness and emergency operations 
relating to: 

a. Assistance to ERS in acquiring in¬ 
formation related to food and agricul¬ 
tural commodities on a worldwide basis 
by commodities and for preparing analy¬ 
ses of such information; 

b. Assembling and preparing analyses, 
in cooperation with the Department of 
State, of food requirements for foreign 
allies, and making recommendations 
regarding allocations; 

c. Assembling and presenting Cana¬ 
dian food requirements, in cooperation 
with the Canadian Government, when¬ 
ever food allocations are made; 

d. Carrying out export and import 
controls as assigned; and 

e. Supporting the activities of inter¬ 
national defense organizations, such as 
NATO and SEATO and their respective 
suborganizations concerned with food 
and agriculture whether carried on in 
this or other countries. 

Sec. 14. Forest Service. The Forest 
Service (FS) is responsible for pre¬ 
emergency preparedness and emergency 
operations relating to: 

a. Prevention and control of fires in 
rural areas caused by effects of enemy 
attack (in cooperation with State gov¬ 
ernment and appropriate Federal agen¬ 
cies) and determining damage to 
National Forests and other forested areas 
resulting from enemy attack; 


b. Emergency protection, manage¬ 
ment, and utilization of National Forest 
timber, rangeland, water, and related 
resources; 

c. Emergency production, availability 
and utilization of timber and timber 
products by agreement with the Depart¬ 
ment of Commerce which has primary 
responsibility under executive orders; 

d. Determination of requirements for 
equipment, manpower, fuels, chemicals, 
and other requisites needed for carrying 
out the assigned activities, and reporting 
these requirements to ASCS for consoli¬ 
dation ’with requirements submitted by 
other USDA agencies; 

e. Guidance and coordination of mon¬ 
itoring for rural fire control and opera¬ 
tional monitoring on lands within 
National Forest boundaries and all State 
or privately owned forest and range- 
land protected by the Forest Service 
under cooperative agreement. USDA 
monitors shall perform agricultural and 
environmental monitoring missions on a 
local priority basis as directed by appro¬ 
priate USDA authority; and 

f. Research in support of defense and 
emergency operations relating to man¬ 
agement, utilization of forest resources, 
and defense against fire and thermal 
effects. 

Sec. 15. Rural Electrification Admin¬ 
istration. The Rural Electrification 
Administration (REA) is responsible for 
preemergency preparedness and emer¬ 
gency operations relating to: 

a. Emergency credit to REA-flnanced 
rural electrification and communications 
systems; and 

b. Technical assistance and advice on 
restoration of electric power and tele¬ 
phone service, and in meeting emer¬ 
gency conditions, including facilities pro¬ 
tection; estimating electric power re¬ 
quirements and supply capabilities of 
REA-financed systems; and preparation 
of plans to claim materials, manpower, 
equipment, supplies and services needed 
by REA-flnanced systems and to meet 
the requirements of their customers. 

Sec. 16. Soil Conservation Service. The 
Soil Conservation Service (SCS) is 
responsible for preemergency prepared¬ 
ness and emergency operations relating 
to: 

a. Radiological monitoring of agri¬ 
cultural lands and water, farm commod¬ 
ities stored or harvestable on farms, 
ranches, and at bin sites. USDA monitors 
shall perform agricultural and environ¬ 
mental monitoring missions on a local 
priority basis as directed by appropriate 
USDA authority; 

b. Based upon results of radiological 
monitoring and the extent of radioactive 
contamination, provide guidance to 
farmers and others on the (1) selection 
and use of land for agricultural produc¬ 
tion; (2) harvesting of crops; (3) use of 
crops stored on the farm; (4) use, conser¬ 
vation, disposal and control of water to 
assure adequate usable water for 
agricultural purposes and to prevent 
floods; and (5) safety of livestock; and 

c. Determining damage to agricultural 
lands and water resulting from enemy 
attack. 


Sec. 17. Statistical Reporting Service. 
The Statistical Reporting Service (SRS) 
is responsible for preemergency pre¬ 
paredness and emergency operations 
relating to: 

a. Obtaining and supplying needed ag¬ 
ricultural statistics; 

b. Developing procedures for adapting 
available statistics to defense needs; and 

c. Contributing to assessment of effects 
of attack. 

Sec. 18. Office of Budget and Finance. 
The Office of Budget and Finance is 
responsible for providing policy guidance 
on budget matters covering all phases of 
defense assignments made to the Secre¬ 
tary. This includes procedures for budg¬ 
eting and financing preemergency and 
emergency activities including both 
administrative and project costs. 

Sec. 19. Office of the General Counsel. 
The Office of the General Counsel is re¬ 
sponsible for providing leadership in the 
development of proposed legislation 
needed to implement the defense respon¬ 
sibilities in the Department, and for 
providing advice and assistance on legal 
aspects of food orders and other proposed 
defense actions, in both the preemer- 
genc^ and emergency periods. 

Sec. 20. Office of Information. The 
Office of Information is responsible for 
preemergency preparedness and emer¬ 
gency operations at the national level 
relating to: 

a. Providing direction and advice 
regarding proper use of informational 
media in the field; 

b. Preparing or arranging for the 
preparation of informational materials; 

c. Obtaining any additional informa¬ 
tional materials prepared by other 
agencies; and 

d. Establishing and maintaining liai¬ 
son with the Office of Emergency 
Planning (OEP) and the Office of Civil 
Defense (OCD) to achieve adequate 
coordination of informational methods, 
media and subject matter having a bear¬ 
ing on the defense program of the De¬ 
partment. 

Sec. 21. Office of the Inspector Gen¬ 
eral. The Office of the Inspector General 
is responsible for preemergency pre¬ 
paredness and emergency operations re¬ 
lating to audit and investigative service 
on a current basis to assure effectiveness 
and integrity in the execution of defense 
program functions and advice to the 
Secretary and his principal staff on 
related aspects of the planning, develop¬ 
ment and execution of defense program 
functions. 

Sec. 22. Office of Personnel. The Office 
of Personnel is responsible for providing 
leadership, policy guidance, program 
formulation, and management direction 
relating to preemergency and emergency 
personnel phases of the Department’s de¬ 
fense program. It will maintain the list 
of persons to relocate in an emergency 
and assure that each has the proper se¬ 
curity clearance. These responsibilities 
also include readiness and postattack ac¬ 
tions covering recruitment, appoint¬ 
ment, and staffing, employee training in 
safety and survival methods, including 
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essential preattack information for fam¬ 
ilies of USDA personnel. This shall in¬ 
clude advice to employees who do not 
have defense assignments on where to 
go and what to do if their regular place 
of employment is not in operation. 

Sec. 23. Office of Plant and Operations. 
The Office of Plant and Operations is 
responsible for preemergency prepared¬ 
ness and emergency operations relating 
to: 

a. Organization, training, and mainte¬ 
nance of a warden system for orderly 
movement of employees to available 
shelter space in the Washington area; 

b. Advising all employees of civil de¬ 
fense warning conditions; 

c. Emergency office space, equipment, 
and supplies; 

d. Coordination of agency plans for 
transportation of personnel; 

e. Policy development for and coordi¬ 
nation of the Department’s fallout shel¬ 
ter program in consonance with the na¬ 
tional program under the Office of Civil 
Defense and Budget Bureau require¬ 
ments; 

f. Stocking and supply measures to in¬ 
sure readiness of shelters; 

g. Communication facilities; 

h. Coordinating emergency records for 
use at the OEP Special Facility and at 
the USDA National Relocation Site; and 

i. Other administrative services essen¬ 
tial under emergency conditions. 

Sec. 24. Agency coordination , organiza¬ 
tion and staffing —a. Coordination. Each 
USDA agency or office with a defense 
assignment will coordinate its responsi¬ 
bility with related responsibilities of 
other USDA agencies or offices. 

b. Maintenance of executive direction. 
Heads of agencies should delegate provi¬ 
sional authority that would be operative 
in the event of their inability to act. 
Agencies with field offices should desig¬ 
nate one or more field officials in the 
delegation schedule. The delegations 
should clearly indicate order of prece¬ 
dence of persons designated. Persons so 
designated should be investigated for se¬ 
curity clearance before designation is 
published. 

An authenticated copy of Delegation of 
Authority documents or amendments 
thereto should be prepositioned with the 
agency’s records at the OEP Special 
Facility and at the USDA Relocation 
Site. An authenticated copy should be 
filed also with the Assistant to the Secre¬ 
tary for use of the Secretary's Office in 
Washington. Before submission they 
should be cleared w r ith the General 
Counsel. 

c. Emergency organization and staff¬ 
ing. The head of each agency or office 
given a defense assignment will consider 
the internal organization and staff he 
would need in an emergency to carry out 
his assigned areas of responsibility. This 
organization will conform as nearly as 
possible to the existing organization, and 
existing organizational units will be used 
whenever possible. Where existing units 
are insufficient to carry out defense as¬ 
signments, the responsible agency will 
work out arrangements for either setting 
up defense committees, establishing an 


executive reserve, or utilizing staffs of 
other agencies with national head¬ 
quarters approval to perform the neces¬ 
sary defense functions. 

Adaptations of the existing organiza¬ 
tion for emergency operations w r ill be 
submitted to the Assistant to the Secre¬ 
tary for approval. The Assistant to the 
Secretary will continuously evaluate 
emergency functions of USDA agencies 
in order to determine priorities for emer¬ 
gency assignments to USDA personnel. 

d. Staff training. It is the responsibil¬ 
ity of the agencies to train personnel 
designated to carry out defense assign¬ 
ments (including Executive Reservists), 
and for staff participation in the safety 
and survival training program coordi¬ 
nated by the Office of Personnel. 

Responsibilities of USDA Regional 
Level Offices 

Sec. 25. USDA regional representation. 
Since USDA agency operations are not 
normally carried out on a uniform re¬ 
gional basis, a USDA Emergency Pro¬ 
gram Coordinator, assigned to the Office 
of the Assistant to the Secretary is 
designated to provide liaison with each 
of the eight OEP-OCD (DoD) Regional 
Offices. In an emergency situation these 
Coordinators will be assisted at these 
sites by representatives from the follow¬ 
ing agencies: 

(1) Agricultural Research Service. 

(2) Agricultural Stabilization and 
Conservation Service. 

(3) Consumer and Marketing Service. 

(4) Cooperative Extension Service. 

(5) Farmers Home Administration. 

(6) Forest Service. 

(7) Soil Conservation Service. 

The Emergency Program Coordinator 
and the USDA Regional Agency Repre¬ 
sentatives constitute a ‘‘USDA Regional 
Defense Staff.” 

a. Preemergency. The Emergency Pro¬ 
gram Coordinators and the USDA Re¬ 
gional Agency Representatives and their 
alternates on the USDA Regional Defense 
Staff receive training and assistance 
from national headquarters in develop¬ 
ing readiness to carry out emergency 
responsibilities. Regional Agency Rep¬ 
resentatives also receive program guid¬ 
ance from their individual agencies. The 
Emergency Program Coordinators main¬ 
tain liaison between USDA and regional 
offices of OEP-OCD (DoD) and regional 
offices of other Federal agencies, and 
serve as USDA representative on the 
OEP Regional Preparedness Committee 
and on the OCD Regional Civil Defense 
Coordinating Board. 

b. Emergency responsibilities. In an 
emergency, each Emergency Program 
Coordinator, with the assistance of the 
Regional Agency Representatives or their 
alternates on the USDA Regional De¬ 
fense Staff, is responsible to the Secre¬ 
tary of Agriculture for: 

(1) Liaison with OEP-OCD (DoD) 
and other agencies of Government at the 
regional level; 

(2) Claiming from the appropriate 
Federal agency representative at the re¬ 
gional site the necessary nonfood requi¬ 
sites needed to support essential USDA 
programs within the region; 


(3) Keeping USDA representatives in 
the field and at national headquarters 
informed of significant defense develop¬ 
ments at the regional level; 

(4) Providing to the Chairmen of 
USDA State Defense Boards technical 
assistance on such matters as proper in¬ 
terpretation of defense instructions is¬ 
sued by USDA national headquarters; 

(5) Providing to OEP and OCD re¬ 
gional staffs information received from 
USDA State Defense Boards on attack 
effects; and answering questions regard¬ 
ing effects of attack on resources within 
the region for which USDA is 
responsible. 

c. Cut-off situation. If communica¬ 
tions with higher authority are cut off, 
each Emergency Program Coordinator 
is responsible for providing policy guid¬ 
ance for all USDA programs in his region 
until communications are restored, ex¬ 
cept as noted in sections 26 through 30. 
This includes policy guidance to Chair¬ 
men of USDA State Defense Boards. The 
EPC is also responsible for recommenda¬ 
tions to OEP Regional Director for re¬ 
lease, allocation and distribution of stra¬ 
tegic materials assigned to USDA under 
Emergency Defense Mobilization Order 
8600.1. 

Sec. 26. C&MS Consumer Food Pro¬ 
grams District Offices. For defense pur¬ 
poses, C&MS Consumer Food Programs 
District Offices are part of the national 
office organization and do not come un¬ 
der the emergency control of USDA 
State Defense Boards or the USDA Re¬ 
gional Defense Staffs. With respect to 
its assigned geographical area each 
C&MS Consumer Food Programs District 
Office shall develop under direction of na¬ 
tional headquarters, a capability to carry 
out in an emergency the following 
functions. 

a. Obtaining and analyzing data from 
USDA State Defense Boards and other 
sources on the food supply-requirements 
situation and reporting the results to 
national headquarters and to appropri¬ 
ate USDA Regional Defense Staffs; 

b. Assisting USDA State Defense 
Boards, and in a cut-off situation the 
USDA Regional Defense Staffs, by ar¬ 
ranging for interstate readjustment of 
food supplies within its area including: 

(1) Requisitioning of “stranded food 
shipments” so they can be used; 

(2) Requesting ASCS Commodity Of¬ 
fices to supply CCC stocks to meet criti¬ 
cal deficits; 

(3) When appropriate, request ASCS 
Commodity Offices to arrange for the 
procurement and shipment of other food 
to meet urgent needs of other areas; 

(4) Programing utilization of other 
Government-owned stocks of processed 
foods; and 

(5) Providing technical guidance to 
the food management representatives on 
USDA State Defense Boards in carrying 
out USDA food distribution functions 
within a State; and 

c. If communications with USDA na¬ 
tional headquarters are cut off in an 
emergency, the C&MS Consumer Food 
Programs District Offices carry out the 
functions listed in paragraphs a and b 
above without other concurrence. 
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Sec. 27. ASCS Commodity Offices . For 
defense purposes, the ASCS Commodity 
Offices are parts of the national office 
organization and do not come under 
emergency control of USDA State De¬ 
fense Boards or USDA Regional Defense 
Staffs. With respect to its assigned com¬ 
modity responsibilities and subject to 
conditions stated above, each ASCS 
Commodity Office under the direction of 
national headquarters, develops a capa¬ 
bility to car it out in an emergency the 
following functions: 

a. Managing stocks, including stock¬ 
piles, owned or managed by the Com¬ 
modity Credit Corporation at the time of 
attack or subsequently acquired, includ¬ 
ing storing, handling, arranging for 
processing to another form, and ship¬ 
ping in accordance with instructions 
from national headquarters or as co¬ 
operatively worked out with C&MS Con¬ 
sumer Food Program District Offices or 
USDA State Defense Boards in a cut-off 
situation to meet State needs; 

b. Procuring agricultural commodities 
of the types normally handled by the 
Commodity Offices to meet interstate 
needs which cannot be met by normal 
trade operations; 

c. Working with C&MS Consumer 
Food Programs District Offices and 
USDA State Defense Boards in procuring 
and shipping food as required by the 
emergency situation following national 
direction or national policy guidance; 

d. Providing technical guidance to 
USDA State Defense Boards with respect 
to carrying out CCC stocks management 
functions for the Commodity Offices; 

e. Administering food orders, as as¬ 
signed by those orders; and 

f. Continuing regular functions of 
Commodity Offices which, as appropri¬ 
ately modified, are essential during the 
emergency period and taking such other 
steps, not inconsistent with this notice, as 
the Director may deem appropriate in the 
efficient utilization of Government- 
owned stocks of agricultural commodi¬ 
ties; and 

g. If communications with the USDA 
national headquarters are cut ofT in an 
emergency, the ASCS Commodity Offices 
carry out the functions listed in para¬ 
graphs a through f above without other 
concurrence but in accordance with 
USDA Emergency Delegations 5 and 7, 
29 F.R. 3827. 

Sec. 28. Forest Service Research Sta¬ 
tions, Regional Offices, and Area Offices, 
For defense purposes. Forest Service Re¬ 
search Stations, Regional Offices, and 
Area Offices are regarded as arms of their 
national office and do not come under the 
direction or control of USDA State De¬ 
fense Boards or Regional Defense Staffs. 
In an emergency, if communications be¬ 
tween the national office and the Sta¬ 
tions, Regions, or Areas are inoperative, 
emergency activities will be directed by 
an agency head as provided in an es¬ 
tablished chain of command until such 
time as communication with national 
headquarters is restored. 

The following delegations of responsi¬ 
bility become effective in an emergency: 


NOTICES 

a. If a cutoff of communications pre¬ 
cludes directing activities by national 
headquarters or an agency head in the 
established chain of command, each Sta¬ 
tion Director, Regional Forester, and 
Area Director, is authorized to make all 
emergency program decisions relating to 
respective research, National Forest ad¬ 
ministration, or cooperative forestry 
matters within his respective jurisdic¬ 
tion and assigned territory and as pro¬ 
vided in the Chief’s Disaster Plan for 
National Emergency. 

b. Subject to the availability of com¬ 
munications in an emergency, Station 
Directors, Regional Foresters, and Area 
Directors are delegated responsibility for 
keeping the appropriate USDA State De¬ 
fense Board Chairman and Emergency 
Program Coordinator advised as to major 
attack effects on respective operations 
and resources, of remedial actions 
planned or taken, utilizing the assistance 
of these offices to obtain needed requi¬ 
sites to carry out postattack responsibil¬ 
ities and contributing, as may be feasible, 
to the postattack needs of these offices 
to facilitate Departmental emergency 
operations. 

Sec. 29. ARS Research Stations. For 
defense purposes, ARS research stations 
are regarded as arms of their national 
office, but shall coordinate emergency 
planning and activities with USDA State 
Defense Boards and Regional Defense 
Staffs. In an emergency, if communica¬ 
tions between the national office and the 
station are inoperative, emergency ac¬ 
tivities shall be directed by the agency 
unit head in consultation and coopera¬ 
tion with the appropriate USDA State 
Defense Board or Regional Defense Staff. 

The following delegation of responsi¬ 
bility is in effect in an emergency: If a 
cut-off of communications precludes di¬ 
recting activity by national headquarters, 
each research station director is author¬ 
ized to make all emergency program de¬ 
cisions relating to research activities 
within his respective territory; however, 
these research activities should be co¬ 
ordinated with, and in support of, de¬ 
partmental responsibilities. Coordination 
with the USDA State Defense Boards and 
Regional Defense Staffs is considered a 
prerequisite for such activities, and the 
assistance of these offices shall be utilized 
to obtain needed requisites to cany out 
related research. 

Sec. 30. SCS Regional Technical Serv¬ 
ice Centers. For defense purposes, SCS 
Regional Technical Service Centers 
(RTSC) are regarded as arms of their 
national office, but shall coordinate emer¬ 
gency planning and activities with the 
SCS State Offices and USDA State De¬ 
fense Boards in the States in which they 
are located. In an emergency, if com¬ 
munications between the national office 
and the RTSC are inoperative, emer¬ 
gency activities shall be directed by the 
agency unit head in consultation and 
cooperation with the State Conservation¬ 
ist of the State in which the RTSC is 
located. 

The following delegation of responsi¬ 
bility is in effect in an emergency: If a 
cut-off of communications precludes di¬ 


recting activity by national headquarters, 
each RTSC Director is authorized to 
make all emergency program decisions 
relating to SCS activities within his re¬ 
spective territory; however, these activ¬ 
ities should be coordinated with the ac¬ 
tivities of the State office in which the 
RTSC is located and in support of de¬ 
partmental responsibilities. Coordination 
with the State Conservationist and the 
USDA State Defense Board is considered 
a prerequisite for such activities, and 
the assistance of these offices shall be 
utilized to carry out the RTSC activities. 

Responsibilities at the State Level 

Sec. 31. USDA State Defense Board 
structure. A USDA State Defense Board 
is established in each State, plus one cov¬ 
ering Puerto Rico and the Virgin Islands. 
A USDA Defense Board for the District 
of Columbia is also established and is 
guided by directions to USDA State De¬ 
fense Boards except in matters of 
membership. 

The Board is composed of representa¬ 
tives of major programs within the State 
and constitutes the “unit’* to accomplish 
tlie USDA mission in carrying out de¬ 
fense responsibilities. Membership of 
each USDA State Defense Board includes 
a representative of each of the following 
agencies: 

(1) Agricultural Research Service. 

(2) Agricultural Stabilization and 
Conservation Service (Chairman). 

(3) Consumer and Marketing Service. 

(4) Cooperative Extension Service. 

(5) Farmers Home Administration. 

(6) Forest Service. 

(7) Soil Conservation Service. 

(8) Statistical Reporting Service. 

To assist the USDA State Defense 
Board members, agencies with limited 
field personnel will arrange (with na¬ 
tional headquarters concurrence) for 
personnel of other agencies to represent 
them on USDA State Defense Boards. 

The Statistical Reporting Service 
represents ERS personnel located in the 
State on the State Defense Board and 
will call on ERS for participation in 
evaluating farm production and market¬ 
ing problems and potentials when needed. 

The ASCS State Office provides sup¬ 
porting services such as typing, filing, 
reproduction and mailing for the Board. 

Sec. 32. USDA State Defense Board 
Chairman. The Chairman of the USDA 
State Defense Board is the ASCS State 
Executive Director who also represents 
ASCS on the Board. 

The Chairman is responsible for lead¬ 
ership, management direction and co¬ 
ordination for the USDA State Defense 
Board, and for Chairmen of the USDA 
County and Metropolitan Area Defense 
Boards in both the preemergency and 
emergency periods. Whenever feasible, 
the Chairman will seek advice and 
counsel of the State Defense Board. 

When communications with higher 
USDA authority are cut off, the Chair¬ 
man, utilizing the advice and experience 
of available Board members, is responsi¬ 
ble for making program decisions follow¬ 
ing USDA national policy guidelines (as 
qualified by Sections 26 through 30). In 
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critical situations urgent decisions may 
be required by the Chairman alone where 
conditions prevent group consultation. 

Sec. 33. Preemergency. The USDA 
State Defense Board is responsible for 
assuring a coordinated program for the 
entire USDA defense effort. Such a pro¬ 
gram shall include, but is not necessarily 
limited to the following: 

a. Agency program. Agency readiness 
to discharge assigned responsibilities in 
a coordinated manner. 

b. Oragnization. Adequate organiza¬ 
tion and staff to carry out USDA re¬ 
sponsibilities. 

c. Training. Training programs for 
USDA State and County Defense Board 
members and supporting staff members, 
including arrangements for Defense 
Board members to be interchangeable 
and to participate fully in carrying out 
Board responsibilities. 

d. Liaison. Liaison and exchange of 
information with the USDA Emergency 
Program Coordinator, the State govern¬ 
ment defense organization and other 
public and private agencies and officials. 

e. Readiness. To carry out the follow¬ 
ing full Board functions: 

(1) Attack analysis. Analyzing nature 
and scope of attack, including readiness 
to otbain and exchange attack data in¬ 
cluding radiological monitoring informa¬ 
tion. 

(2) Damage assessment. Coordinating 
the assessment of effects of attack on 
resources. 

(3) Claimancy. Claiming materials, 
manpower, equipment, supplies, and 

services. 

(4) Food supplies and requirements. 
Estimating food supplies and require¬ 
ments. 

(5) Reporting. Collecting and report¬ 
ing information necessary to support 
defense programs. 

Sec. 34. Emergency. In an emergency, 
the USDA State Defense Board is re¬ 
sponsible for executing the program de¬ 
veloped in the preemergency period and 
taking such other actions as may be 
appropriate in the circumstances. 

Responsibilities at the Local Level 

Sec. 35. USDA County Defense Board 
structure. Every county or comparable 
subdivision of the United States, Puerto 
Rico, and the Virgin Islands has an or¬ 
ganized USDA County Defense Board or, 
where a normal County Defense Board 
will not suffice a USDA Metropolitan 
Area Defense Board (see Sec. 36). 

The Board is composed of representa¬ 
tives of major programs within the 
county and constitutes the “unit” to ac¬ 
complish the USDA mission in carrying 
out defense responsibilities. The normal 
County Defense Board structure in¬ 
cludes a representative of the following 
agencies: 

(1) Agricultural Stabilization and 
Conservation Sendee (Chairman). 

(2) Cooperative Extension Service. 

(3) Farmers Home Administration. 

<4) Soil Conservation Service. 

Where local needs warrant and where 

available, representation from Agricul¬ 
tural Research Service and Forest Serv¬ 
ice is provided. In metropolitan areas 
where a normal County Defense Board 


can be used, a representative from Con¬ 
sumer and Marketing Service augments 
the Board membership because of the in¬ 
creased food management aspects. 
Where there is a shortage of qualified 
personnel, an agency will arrange (with 
national headquarters concurrence) for 
personnel of another agency to represent 
it on a County Defense Board. If such 
an arrangement is made, the Chairman 
of the USDA State Defense Board is so 
notified. 

The ASCS County Office provides sup¬ 
porting services such as typing, filing, 
reproduction and mailing for the Board. 

Sec. 36. USDA Metropolitan Area De¬ 
fense Board. A USDA Metropolitan Area 
Defense Board is established in some 
metropolitan areas where the normal 
County Defense Board structure will 
not suffice. Where available, membership 
includes a representative from each 
USDA agency whose activities are re¬ 
lated to USDA emergency responsibilities 
in the metropolitan area. The C&MS pro¬ 
vides supporting services for the Metro¬ 
politan Boards. A USDA Metropolitan 
Area Defense Board is located entirely 
within one State but may cooperate with 
other County and Metropolitan Area De¬ 
fense Boards in adjoining States. 

Sec. 37. USDA Courity and Metro¬ 
politan Area Defense Board Chairmen. 
Except in special situations, the Chair¬ 
man of the USDA County Defense 
Board is the ASCS County Office Man¬ 
ager who also serves as ASCS repre¬ 
sentative on the Board. The Chaliman of 
the Metropolitan Area Defense Board is 
the C&MS representative who also rep¬ 
resents all C&MS programs. 

The Chairman provides leadership, 
management direction, and coordina¬ 
tion for the USDA County and Metro¬ 
politan Area Defense Boards in both the 
preemergency and emergency periods. 
Wherever feasible, the Chairman will 
seek advice and counsel of the Board. 

When communications with higher 
USDA authority are cut off, the Chair¬ 
man, utilizing the advice and experience 
of available Board members, is respon¬ 
sible for making program decisions fol¬ 
lowing USDA national and State policy 
guidelines (as qualified by sections 26 
through 30). In critical situations urgent 
decisions may be required by the Chair¬ 
man alone, when conditions prevent 
group consultation. 

Sec. 38. Preemergency. The USDA 
County or Metropolitan Area Defense 
Board is responsible for a coordinated 
program for the entire USDA defense 
effort. Such a program shall include, 
but is not necessarily limited to, the 
following: 

a. Agency program. Agency readiness 
to discharge assigned responsibilities in 
a coordinated manner. (See agency as¬ 
signments, including special arrange¬ 
ments made in sections 6 and 8.) 

b. Organization. Adequate organiza¬ 
tion and staff to carry out USDA 
responsibilities. 

c. Training. Training programs for De¬ 
fense Board members and supporting 
staff members, including arrangements 
for Defense Board members to be inter¬ 
changeable and to participate fully in 
carrying out Board responsibilities. 


d. Liaison. Liaison and exchange of 
information with the county or metro¬ 
politan government defense organization 
and other appropriate agencies and offi¬ 
cials. 

e. Readiness. To carry out the follow¬ 
ing full Board functions: 

(1) Attack analysis. Analyzing nature 
and scope of attack including readiness 
to exchange attack data. 

(2) Damage assessment. Coordinating 
the assessment of effects of attack on 
resources. 

(3) Monitoring missions. Organizing 
agricultural monitoring missions. 

(4) Claimancy. Claiming materials, 
manpower, equipment, supplies, and 
services. 

(5) Food supplies and requirements. 
Estimating food supplies and require¬ 
ments. 

(6) Reporting. Collecting and report¬ 
ing information needed to support de¬ 
fense programs. 

Sec. 39. Emergency. In an emergency, 
the USDA County or Metropolitan Area 
Defense Board is responsible for execut¬ 
ing the program developed in the pre¬ 
emergency period and taking such other 
actions as may be appropriate in the 
circumstances. 

Effective date. This notice shall be 
effective upon publication in the Federal 
Register. 

Dated: April 19, 1968. 

John A. Schnittker, 
Acting Secretary. 

[F.R. Doc. 68-4903; Filed, Apr. 23, 1968; 

8:50 a.m.J 


DEPARTMENT OF ROUSING AND 
URBAN DEVELOPMENT 

DIRECTOR, DIVISION OF DEMON¬ 
STRATION PROGRAMS AND 
STUDIES, URBAN TRANSPORTA¬ 
TION ADMINISTRATION 

Redelegation of Authority With Re¬ 
spect to Urban Mass Transportation 
Program 

The Director, Division of Demonstra¬ 
tion Programs and Studies, Urban 
Transportation Administration, is here¬ 
by authorized in connection with the ad¬ 
ministration of contracts for grants for 
demonstration projects under section 
6(a) of the Urban Mass Transportation 
Act of 1964, as amended (49 U.S.C. 
1605(a)), to approve requisitions for 
funds; third-party contracts; and proj¬ 
ect budget amendments. 

(Redelegations of Assistant Secretary for 
Metropolitan Development effective May 18, 
19G6. 31 F.R. 7360, May 20. 1966) 

Effective date. Tills redelegation of au¬ 
thority shall be effective as of April 24, 
1968. 

W. B. Hurd, 
Deputy Director, Urban 
Transportation Administration. 

[F.R. Doc. 68-4872; Filed, Apr. 23. 1968; 
8:47 a.m.J 
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DIRECTOR, DIVISION OF PROJECT 
DEVELOPMENT, URBAN TRANS¬ 
PORTATION ADMINISTRATION 

Redelegation of Authority With Re¬ 
spect to Urban Mass Transportation 
Program 

The Director, Division of Project De¬ 
velopment, Urban Transportation Ad¬ 
ministration, is hereby authorized in 
connection with the administration of 
contracts for grants or loans under sec¬ 
tion 3, and of contracts for grants under 
section 9, of the Urban Mass Transporta¬ 
tion Act of 1964, as amended (49 U.S.C. 
1602 and 1607a), to approve requisitions 
for funds; third-party contracts; and 
project budget amendments. 

(Redelegations of Assistant Secretary for 
Metropolitan Development effective May 18, 
1966, 31 FR. 7360, May 20. 1966) 

Effective date. This redelegation of au¬ 
thority shall be effective as of April 24, 
1 £ 68 . 

W. B. Hurd, 
Deputy Director , Urban 
Transportation Administration. 

[F.R. Doc. 68-4873; Filed. Apr. 23. 1968; 
8:47 a.m.] 


CIVIL AERONAUTICS BOARD 

(Docket No. 18650; Order No. E-266771 

INTERNATIONAL AIR TRANSPORT 
ASSOCIATION 

Order Regarding Specific Commodity 
Rates 

Issued under delegated authority April 
17, 1968. 

An agreement has been filed with the 
Board pursuant to section 412(a) of the 
Federal Aviation Act of 1958 (the Act) 
and Part 261 of the Board’s economic 
regulations, between various air carriers, 
foreign air carriers, and other carriers, 
embodied in the resolutions of the Joint 
Conferences of the International Air 
Transport Association (LATA), and 
adopted pursuant to the provisions of 
Resolution 590 dealing with specific com¬ 
modity rates. 

The agreement, adopted pursuant to 
unprotested notices to the carriers and 
promulgated in an LATA letter dated 
April 9, 1968, names additional specific 
commodity rates, as set forth in the at¬ 
tachment hereto, which reflect signifi¬ 
cant reductions from the general cargo 
rates. 

Pursuant to authority duly delegated 
by the Board in the Board’s regulations, 
14 CFR 385.14, it is not found that the 
subject agreement is adverse to the pub¬ 
lic interest or in violation of the Act, pro¬ 
vided that approval thereof is condi¬ 
tioned as hereinafter ordered. 

Accordingly, it is ordered, That: 

Agreement CAB 20125, R-7 through 
R-9, be approved, provided approval shall 
not constitute approval of the specific 
commodity descriptions contained there¬ 
in for purposes of tariff publication. 

Persons entitled to petition the Board 
for review of this order, pursuant to the 


Board’s regulations, 14 CFR 385.50, may 
file such petitions within 10 days after 
the date of service of this order. 

This order shall be effective and be¬ 
come the action of the Civil Aeronautics 
Board upon expiration of the above pe¬ 
riod, unless within such period a peti¬ 
tion for review thereof is filed, or the 
Board gives notice that it will review this 
order on its own motion. 

This order will be published in the 
Federal Register. 

[seal] Harold R. Sanderson, 
Secretary. 

(FR. Doc. 68-4908; Filed, Apr. 23, 1968; 

8:50 am.] 

(Docket No. 18650; Order No. E-26679J 

INTERNATIONAL AIR TRANSPORT 
ASSOCIATION 

Order Regarding Specific Commodity 
Rates 

Issued under delegated authority April 
18. 1968. 

An agreement has been filed with the 
Board, pursuant to section 412(a) of the 
Federal Aviation Act of 1958 (the Act) 
and Part 261 of the Board’s economic 
regulations, between various air carriers, 
foreign air carriers, and other carriers, 
embodied in the resolutions of Traffic 
Conference 1 of the International Air 
Transport Association (LATA), and 
adopted pursuant to the provisions of 
Resolution 590 dealing with specific com¬ 
modity rates. 

The agreement, adopted pursuant to 
unprotested notices to the carriers and 
promulgated in an IATA letter dated 
April 9, 1968, names additional rates 
under existing commodity descriptions, 
as set forth in the attachment hereto. 
The rates proposed reflect significant re¬ 
ductions from the general cargo rates. 

Pursuant to authority duly delegated 
by the Board in the Board's regulations, 
14 CFR 385.14, it is not found that the 
subject agreement is adverse to the pub¬ 
lic interest or in violation of the Act, pro¬ 
vided that approval thereof is condi¬ 
tioned as hereinafter ordered. 

Accordingly, it is ordered, That: 

Agreement CAB 20107, R-4 through 
Rr— 8 , be approved, provided that approval 
shall not constitute approval of the 
specific commodity descriptions con¬ 
tained therein for purposes of tariff 
publication. 

Persons entitled to petition the Board 
for review of this order, pursuant to the 
Board’s regulations, 14 CFR 385.50, may 
file such petitions within 10 days after 
the date of service of this order. 

This order shall be effective and be¬ 
come the action of the Civil Aeronautics 
Board upon expiration of the above 
period unless within such period a peti¬ 
tion for review thereof is filed, or the 
Board gives notice that it will review 
this order on its own motion. 

This order will be published in the 
Federal Register. 

[seal] Harold R. Sanderson, 

Secretary. 

(F.R. Doc. 68-4909; Filed, Apr. 23, 1968; 

8:50 a.m.] 


(Docket No. 19745] 

MARTIN’S LUCHTVERVOER 
MAATSCHAPPIJ N. V. 

Notice of Postponement of Hearing 

The applicant. Martin’s Luchtvervoer 
Maatschappij N. V.. has filed a motion 
to consolidate this docket, for decision, 
with Docket 19570. Pan American World 
Airways, Inc., an intervener herein, has 
filed a motion to broaden the issues in 
this proceeding. Pan American and 
Bureau Counsel have requested that the 
hearing in this proceeding, presently 
assigned for April 22, 1968, be postponed 
to a date 2 weeks after the Board rules 
on the two motions and propose that 
the parties exchange exhibits 1 week 
before the hearing. Counsel for Martin’s 
advised the Examiner that Martin’s does 
not object to the requests. 

For good cause shown the requests arc 
hereby granted. The hearing herein is 
accordingly postponed to a date to be 
announced by further notice. The par¬ 
ties shall exchange exhibits 1 week before 
the hearing, providing a copy of each 
to the Examiner. 

Dated at Washington, D.C., April 18, 
1968. 

[seal] E. Robert Seaver, 

Hearing Examiner. 

(Fit. Doc. 68-4836; Filed. ’ Apr. 23, 1968; 

8:45 am.] 


MOHAWK AIRLINES, INC 

Nofice of Application for Amendment 
of Certificate of Public Convenience 
and Necessity 

April 19,1968. 

Notice is hereby given that the Civil 
Aeronautics Board on April 18, 1968, 
received an application, Docket 19834. 
from Mohawk Airlines, Inc., for amend¬ 
ment of its certificate of public conven¬ 
ience and necessity for route 94 to 
authorize it to engage in nonstop service 
between Syracuse, N.Y., and Cleveland, 
Ohio. The applicant requests that its 
application be processed under the 
expedited procedures set forth in Sub¬ 
part M of Part 302 (14 CFR Part 302). 

[seal] Harold R. Sanderson. 

Secretary. 

(FR. Doc. 68-4910; Filed, Apr. 23. 1968: 
8:50 am.] 


(Docket No. 19784, etc.; Order No. E-26670] 

SEDALIA, MARSHALL, BOONVILLE 
STAGE LINE, INC. 

Order To Show Cause 

Issued under delegated authority April 
17.1968. 

The establishment of service mail rates 
for Sedalia, Marshall, Boonville Stage 
Line, Inc., Dockets 19784, 19786, 19788, 
19789.19792. 

By notices of intent filed on April 1. 
1968, pursuant to 14 CFR, Part 298, the 
Postmaster General petitioned the Board 
to establish for Sedalia, Marshall. Boon¬ 
ville Stage Line, Inc., an air taxi operator, 
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final service mail rates of (1) 47.4 cents 
per great circle mile between Bryan 

(College Station) and Houston, Tex.; (2) 
40 cents per great circle mile between 
Victoria and Houston, Tex.; (3) 36.48 
cents per great circle mile between 

Wichita Falls and Dallas, Tex.; (4) 33.2 

cents per great circle mile between 

Lufkin, Palestine, and Dallas; and (5) 
35.22 cents per great circle mile between 
Longview, Tyler, and Dallas, Tex. 

The Postmaster General states that 
the proposed services are necessary to 
meet postal needs in these markets. Stage 
Line proposes to initiate its services with 
Piper Aztec, Piper Navajo, and Beech- 
craft Super D-18 type aircraft. No protest 
or objection has been filed against the 
services proposed in the notices of intent, 
and the time for filing such objections 
has now expired. The Postmaster 
General also states that the proposed 
rates are acceptable to the Department 
and the carrier, and represent fair and 
reasonable rates of compensation for the 
services which the carrier will perform. 

Since no mail rate is presently in effect 
for this carrier In these markets it is in 
the public interest to fix and determine 
the fair and reasonable rates of compen¬ 
sation to be paid to Sedalia, Marshall, 
Boonville Stage Line, Inc., by the Post¬ 
master General for the transportation of 
mail by aircraft, the facilities used and 
useful therefor, and the services con¬ 
nected therewith, between the aforesaid 
points. Upon consideration of the no¬ 
tices of intent and other matters officially 
noticed, it is proposed to issue an order 1 
to include the following findings and 
conclusions; 

1. That the fair and reasonable final 
service mail rates to be paid to Sedalia, 
Marshall, Boonville Stage Line, Inc., pur¬ 
suant to section 406 of the Act for the 
transportation of mail by aircraft, the 
facilities used and useful therefor, and 
the services connected therewith, as de¬ 
scribed in the notices of intent, shall be 
(1) 47.4 cents per great circle mile be¬ 
tween Bryan (College Station) and 
Houston, Tex.; (2) 40 cents per great 
circle mile between Victoria and Houston, 
Tex.; (3) 36.48 cents per great circle mile 
between Wichita Falls and Dallas, Tex.; 
(4) 33.2 cents per great circle mile be¬ 
tween Lufkin, Palestine, and Dallas; (5) 
35.22 cents per great circle mile between 
Longview, Tyler, and Dallas, Tex. 

2. The final service mail rates here 
fixed and determined are to be paid in 
their entirety by the Postmaster General. 

Accordingly, pursuant to the Federal 
Aviation Act of 1958, and particularly 
sections 204(a) and 406 thereof, and reg¬ 
ulations promulgated in 14 CFR Part 302, 
14 CFR Part 298, and 14 CFR 385.14(f): 

It is ordered. That: 


1 As this order to show cause does not con¬ 
stitute a final action and merely affords inter¬ 
ested persons an opportunity to be heard on 
the matters herein proposed, it is not re¬ 
garded as subject to the review provisions of 
Part 385 (14 CFR Part 385). The provisions 
of that part dealing with petitions for Board 
review will be applicable to any final action 
which may be taken by the staff in this mat¬ 
ter under authority delegated in § 385.14(g). 


1. All interested persons and particu¬ 
larly Sedalia, Marshall, Boonville Stage 
Line, Inc., the Postmaster General. 
Braniff Airways, Inc., Trans-Texas Air¬ 
ways, Inc., are directed to show cause 
why the Board should not adopt the fore¬ 
going proposed findings and conclusions 
and fix, determine, and publish the final 
rates specified above, as the fair and rea¬ 
sonable rates of compensation to be paid 
tt> Stage Line, for the transportation of 
mail by aircraft, the facilities used and 
useful therefor, and the services con¬ 
nected therewith as specified above; 

2. Further procedures herein shall be 
in accordance with 14 CFR Part 302, and 
if there is any objection to the rates or to 
the other findings and conclusions pro¬ 
posed herein, notice thereof shall be filed 
within 10 days, and if notice is filed, writ¬ 
ten answer and supporting documents 
shall be filed within 30 days after the 
date of service of this order; 

3. If notice of objection is not filed 
within 10 days after service of this order, 
or if notice is filed and if answ r er is not 
filed within 30 days after service of this 
order, all persons shall be deemed to 
have waived the right to a hearing and 
all other procedural steps short of a final 
decision by the Board, and the Board 
may enter an order incorporating the 
findings and conclusions proposed herein 
and fix and determine the final rates 
specified herein; 

4. If answer is filed presenting issues 
for hearing, the issues involved in deter¬ 
mining the fair and reasonable final 
rates shall be limitied to those specifi¬ 
cally raised by the answer, except inso¬ 
far as other issues are raised in accord¬ 
ance with Rule 307 of the rules of 
practice (14 CFR 302.307); 

5. Notices of objections and answers, 
if any, will specify the services and pro¬ 
posed rates contained herein to which 
they apply, and rates not affected by 
such notices of objection and answers 
may be fixed and determined by the 
Board in accordance with the foregoing; 
and 

6. This order shall be served upon 
Sedalia, Marshall, Boonville Stage Line, 
Inc., the Postmaster General, Braniff 
Airways, Inc., and Trans-Texas Airways, 
Inc. 

This order will be published in the 
Federal Register. 

[seal] Harold R. Sanderson, 

Secretary. 

(F.R. Doc. 68-4911; Piled, Apr. 23, 1968; 

8:50 a.m.] 


[Docket No. 16242) 

TRANSPACIFIC ROUTE 
INVESTIGATION 

Notice of Oral Argument 

Notice is hereby given, pursuant to the 
provisions of the Federal Aviation Act of 
1958, as amended, that oral argument in 
the above-entitled proceeding is assigned 
to begin on June 10, 1968, at 10 a.m., 
e.d.s.t., in Room 1027, Universal Build¬ 
ing, 1825 Connecticut Avenue NW., 
Washington, D.C., before the Board. 


Dated at Washington, D.C., April 19, 
1968. 

[seal] Thomas L. Wrenn, 

Chief Examiner. 

[F.R. Doc. 68-4912; Filed, Apr. 23, 1968; 
8:50 ajn.l 


[Docket No. 19836; Order No. E-26686) 

UNITED AIR LINES, INC. 

Order of Investigation and Suspension 
Regarding Fare Adjustments 

Adopted by the Civil Aeronautics 
Board at its office in Washington, D.C., 
on the 18th day of April 1968. 

By tariff revisions 1 marked to become 
effective April 28, 1968, United Air Lines, 
Inc. (United), proposes, with regard to its 
normal one-way fares, to (1) establish 
approximately 1,250 new jet first-class 
and coach fares; (2) increase jet first- 
class fares between South Bend, on the 
one hand, and Chicago and Fort Wayne, 
on the other, and between Detroit and 
Toledo; and (3) reduce 32 jet and prop 
fares to match competitive fares. All 
new jet fares that contain a surcharge 
element are marked with an expiration 
date of December 31,1968. 

In support of its proposed new jet 
fares, United maintains they were gen¬ 
erally established in accordance with the 
carrier’s formulas used previously in 
constructing jet fares over its routes. 
There were some exceptions to the car¬ 
rier’s jet fare formulas, namely, in those 
instances where United is matching lower 
competitive fares; or avoiding higher 
fares for intermediate points; or where 
jet first-class fares are based on jet 
coach fares plus $1, rather than United’s 
jet first-class formula. United asserts 
that second level jet fares, higher than 
direct fares but involving greater mileage 
circuitry, have been proposed to provide 
passengers with better service and greater 
routing flexibility. 

As justification for increasing three 
first-class fares, United contends it is 
establishing a fare differential between 
first-class and coach fares. In view of the 
short haul markets involved, along with 
their high operating costs, United be¬ 
lieves that the proper method of achiev¬ 
ing the differential is to increase the 
present jet first-class fares by $1 rather 
than establishing lower coach fares. 

No complaints have been filed. 

Upon consideration of all relevant 
matters, the Board has determined that 
the proposed fare increases, and 17 new 
jet fares described below may be unjust 
or unreasonable, or unduly discrimina¬ 
tory, or unduly preferential, or unduly 
prejudicial, or otherwise unlawful, and 
should be investigated. 

The three proposed jet first-class fare 
increases constitute increases in price 
solely on the basis of a fare structure 
adjustment and without any demonstra¬ 
tion of overall need for a revenue in¬ 
crease at the present time or compensat¬ 
ing adjustments of higher fares. 


1 Revisions to Airline Tariff Publishers, Inc., 
Agent. Local and Joint Passenger Fares Tariff 
CAB No. 101, filed Mar. 11. 1968. 
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Similarly, in 17 markets where the pro¬ 
posed new jet first-class fares are based 
on the coach fares plus $1, those proposed 
fares constitute increases of $1 over the 
jet first-class fares United would have 
normally established in the markets in¬ 
volved, again on the basis of a structure 
adjustment. We would see no objection, 
however, in the establishment of an ap¬ 
propriate differential between the first- 
class and coach fares if this were ac¬ 
complished by a reduction in the coach 
fare along with the increase in the first- 
class fare. The Board, therefore, con¬ 
cludes that the proposed fare increase 
should be suspended pending investiga¬ 
tion. This action is consistent with the re¬ 
cent suspension of a similar increase pro¬ 
posed by Braniff and Continental. (Or¬ 
der E-26607, Apr. 3, 1968.) 

Accordingly, pursuant to the Federal 
Aviation Act of 1958, and particularly 
sections 204(a), 403, 404, and 1002 
thereof: 

It is ordered. That: 

1. An investigation be instituted to 
determine whether the fares and provi¬ 
sions described in appendix A attached 
hereto, 3 * * * * 8 and rules, regulations, and 
practices affecting such fares and pro¬ 
visions, are or will be unjust or unrea¬ 
sonable, unjustly discriminatory, unduly 
preferential, unduly prejudicial, or 
otherwise unlawful, and if found to be 
unlawful, to determine and prescribe the 
lawful fares and provisions, and rules, 
regulations, or practices affecting such 
fares and provisions: 

2. Pending hearing and decision by 
the Board, the fares and provisions de¬ 
scribed in appendix A hereto 2 are sus¬ 
pended and their use deferred to and 
including July 26, 1968, unless other¬ 
wise ordered by the Board, and that no 
changes be made therein during the 
period of suspension except by order or 
special permission of the Board; 

3. This investigation be assigned for 
hearing before an examiner of the 
Board at a time and place hereafter to 
be designated; and 

4. A copy of this order be filed with 
the aforesaid tariff and be served upon 
United Air Lines, Inc. 

This order will be published in the 
Federal Register. 

By the Civil Aeronautics Board. 8 

[seal! Harold R. Sanderson, 
Secretary. 

(F.R. Doc. 68-4913; Filed, Apr. 23, 1968; 

8:50 a.m.] 

FEDERAL COMMUNICATIONS 
COMMISSION 

(Docket No. 18024; FCC 68M-631] 

CLINTON TV CABLE, CO., INC. 

Order Continuing Hearing 

In re petition by Clinton TV Cable 
Company, Inc., Clinton, Iowa, for au¬ 

3 Appendix filed as part of the original 

document. 

* Members Adams’ and Gillilland’s dis¬ 

senting statement filed as part of the origi¬ 

nal document. 
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thority pursuant to § 74.1107 of the 
rules to operate CATV systems in the 
Quad City (Davenport, Iowa-Rock Is- 
land-Moline, HI.) television market. 
Docket No. 18024, File No. CATV 100-30. 

The Hearing Examiner having under 
consideration a motion filed by Rock 
Island Broadcasting Co. on April 18, 
1968, requesting that the prehearing 
conference in the above-captioned pro¬ 
ceeding scheduled for April 19, 1968, be 
continued to May 3, 1968; and 
It appearing that the requested con¬ 
tinuance may result in a reduction and/ 
or possible elimination of the areas of 
disagreement with respect to pending 
discovery proceedings and proposed 
stipulations related thereto; 

It further appearing that counsel for 
all parties consent to the requested con¬ 
tinuance, and good cause for granting 
the motion having been shown: 

It is ordered , That the motion for con¬ 
tinuance is granted, and the prehearing 
conference scheduled for April 19, 1968, 
is continued to May 3, 1968, beginning at 
9 a.m., in the offices of the Commission 
in Washington, D.C.; 

It is further ordered. That the evi¬ 
dentiary hearing in the above-captioned 
proceeding now scheduled for May 1, 
1968, is continued to a date to be fixed 
at the May 3, 1968, prehearing con¬ 
ference. 

Issued: April 19, 1968. 

Released: April 19, 1968. 

Federal Communications 
Commission, 

[seal] Ben F. Waple, 

Secretary . 

[Fit. Doc. 68-4884; Filed, Apr. 23. 1968; 

8:48 a.m.] 


[Docket Noe. 17977—17979; FCC 68M-628J 

COURT HOUSE BROADCASTING CO. 

AND FAMILY BROADCASTING CO., 

INC. 

Order Continuing Hearing 

In re applications of the Court House 
Broadcasting Company, Docket No. 
17977, File No. BRr-2697, for renewal of 
license of Standard Broadcast Station 
WCHO, Washington Court House, Ohio; 
the Court House Broadcasting Company, 
Docket No. 17978, File No. BR-3305, for 
renewal of license of standard broadcast 
station WCHI, Chillicothe, Ohio; Family 
Broadcasting Company, Inc., Docket No. 
17979. File No. BR-2714, for renewal of 
license of Standard Broadcast Station 
WKOV, Wells ton, Ohio. 

An extension of hearing date appears 
to be required in order to find out if 
healing is to be held in Washington, D.C., 
or Chillicothe, Ohio. Respondent has 
consented to early consideration and 
grant of the petition described below. 

Accordingly , it is ordered , That the 
Broadcast Bureau’s Petition for Post¬ 
ponement of Hearing Date filed on April 
18, 1968, is granted and hearing now 
scheduled for April 25, 1968, is continued 
to May 20,1968. 
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Issued: April 19,1968. 

Released: April 19,1968. 

Federal Communications 
Commission, 

[seal] Ben F. Waple, 

Secretary. 

[F.R. Doc. 68-4885; Filed. Apr. 23, 1968; 
8:48 a.m.] 


[Docket Nos. 18048, 18049; FCC 68M-625] 

WSTE-TV, INC. (WSTE) 

Order Continuing Hearing 

In re applications of: WSTE-TV, INC. 
(WSTE), Fajardo, P.R., Docket No. 
18048, File No. BMPCT-5777, for exten¬ 
sion of time within w T hich to construct: 
WSTE-TV. INC. (WSTE), Fajardo. P.R., 
Docket No. 18049, File No. BMPCT-6029, 
for modification of construction permit 
(Channel 13). 

For the reasons stated on the record 
of an oral argument heard April 18,1968: 

It is ordered. That further procedures 
herein, including the prehearing con¬ 
ference scheduled for April 30, 1968, and 
the hearing scheduled for June 3, 1968, 
are continued pending further order. 

Issued: April 18,1968. 

Released: April 18.1968. 

Federal Communications 
Commission, 

[seal] Ben F. Waple, 

Secretary. 

[F.R. Doc. 68-4886; Filed. Apr. 23, 1968; 
8:48 a.m.] 


FEDERAL MARITIME COMMISSION 

GREAT LAKES-UNITED KINGDOM 
EASTBOUND CONFERENCE 

Notice of Agreement Filed for 
Approval 

Notice is hereby given that the follow¬ 
ing agreement has been filed with the 
Commission for approval pursuant to 
section 15 of the Shipping Act, 1916, as 
amended (39 Stat. 733, 75 Stat. 763; 46 
UB.C. 814). 

Interested parties may inspect and ob¬ 
tain a copy of the agreement at the 
Washington office of the Federal Mari¬ 
time Commission, 1321 H Street NW., 
Room 609; or may inspect agreement at 
the offices of the District Managers, New 
York, N.Y., New Orleans, La., and San 
Francisco, Calif. Comments with refer¬ 
ence to an agreement including a request 
for hearing, if desired, may be submitted 
to the Secretary, Federal Maritime Com¬ 
mission, Washington, D.C. 20573, within 
20 days after publication of this notice in 
the Federal Register. A copy of any such 
statement should also be forwarded to 
the party filing the agreement (as indi¬ 
cated hereinafter) and the comments 
should indicate that this has been done. 

Notice of agreement filed for approval 
by: 

24, 1968 
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Mr. Raymond p. DeGroote. Manager-Secre¬ 
tary. Great Lakes-Uni ted Kingdom East- 
bound Conference. 108 North State Street, 
Chicago, Ill. 60602. 

Agreement No. 8130-4 modifies the 
basic agreement to extend its present 
geographic scope of operations from U.S. 
Great Lakes ports to ports of the United 
Kingdom to include St. Lawrence River 
ports of the United States. 

Dated: April 19,1968. 

By order of the Federal Maritime Com¬ 
mission. 

Thomas Lisi. 
Secretary. 

[F.R. Doc. 68-4887; Filed. Apr. 23, 1968; 
8:48 am.l 


MARSEILLES NORTH ATLANTIC U.S.A. 

FREIGHT CONFERENCE 

Notice of Agreement Filed for 
Approval 

Notice is hereby given that the follow¬ 
ing agreement has been filed with the 
Commission for approval pursuant to 
section 15 of the Shipping Act. 1916, as 
amended (39 Stat. 733, 75 Stat. 763, 46 
U.S.C. 814). 

Interested parties may inspect and 
obtain a copy of the agreement at the 
Washington office of the Federal Mari¬ 
time Commission, 1321 H Street NW., 
Room 609; or may inspect agreement at 
the offices of the District Managers, New 
York, N.Y., New Orleans, La., and San 
Francisco, Calif. Comments with refer¬ 
ence to an agreement including a request 
for hearing, if desired, may be submitted 
to the Secretary, Federal Maritime Com¬ 
mission, Washington, D.C. 20573, within 
20 days after publication of this notice 
in the Federal Register. A copy of any 
such statement should also be forwarded 
to the party filing the agreement (as in¬ 
dicated hereinafter) and the comments 
should indicate that this has been done. 

Notice of agreement filed for approval 
by; 

Mr. Guy L. Retournat, Secretary, Marseilles 

North Atlantic U.S.A. Freight Conference, 

10, Place de la Joliette, Marseilles 2, France. 

Agreement No. 5660-10 amends the 
Preamble and Articles 1 and 12 of the 
basic agreement to specifically exclude 
passenger ships calling at Cannes, 
Monte-Carlo, and Villefranche from the 
aegis of the Conference, and to add to 
the origin port of Marseilles named in 
Articles 1 and 12 any French Mediter¬ 
ranean ports which are presently in¬ 
cluded in the Preamble. 

Dated: April 19.1968. 

By order of the Federal Maritime Com¬ 
mission. 

Thomas Lisi, 
Secretary. 

(PR. Doc. 68-4888; Filed, Apr. 23, 1968; 
8:48 a.m.] 


MEDCHI FREIGHT POOL 

Notice of Agreement Filed for 
Approval 

Notice is hereby given that the follow¬ 
ing agreement has been filed with the 
Commission for approval pursuant to 
section 15 of the Shipping Act, 1916, as 
amended (39 Stat. 733, 75 Stat. 763, 46 
U.S.C. 814). 

Interested parties may inspect and 
obtain a copy of the agreement at the 
Washington office of the Federal Mari¬ 
time Commission, 1321 H Street NW., 
Room 609; or may inspect agreement at 
the offices of the District Managers, New 
York. N.Y., New Orleans, La., and San 
Francisco, Calif. Comments with refer¬ 
ence to an agreement including a request 
for hearing, if desired, may be submitted 
to the Secretary, Federal Maritime 
Commission, Washington, D.C. 20573, 
within 20 days after publication of this 
notice in the Federal Register. A copy of 
any such statement should also be for¬ 
warded to the party filing the agreement 
(as indicated hereinafter) and the com¬ 
ments should indicate that this has been 
done. 

Notice of agreement filed for approval 
by: 

Mr. Eric G. Brown, Secretary. Medchl 

Freight Pool, 10. Place de la Joliette, Mar¬ 
seilles, France. 

Agreement No. 9020-4 modifies the 
basic pooling agreement (1) to effect 
changes in membership; (2) to eliminate 
from Articles 3 and 6 the provisions per¬ 
mitting calls at Cadiz in lieu of Seville, 
the pooling of earnings out of this port, 
the computation of carrying money and 
precarriage expenses at this port, and 
substitution of calls at Cadiz for calls at 
Seville, and (3) to delete from Articles 
9, 10, 15, and 17 those references and 
provisions relating to Canada Orient Line 
(United Arab Maritime Co.) which no 
longer participates in the subject agree¬ 
ment having resigned from membership 
in the Mediterranean-U.S.A. Great 
Lakes Westbound Freight Conference 
(Agreement No. 8260, as amended), and 
other changes in carrying money of 
which Commission approval is not 
required. 

Dated: April 19, 1968. 

By order of the Federal Maritime 
Commission. 

Thomas Lisi, 
Secretary. 

[F.R. Doc. 68-4889; Filed, Apr. 23, 1968; 

8:48 a.m.] 


[Docket No. 68-20] 

SEA-LAND SERVICE, INC. 

General Rate Increase in West Coast/ 
Puerto Rico Trade; Order of Inves¬ 
tigation and Suspension 

There has been filed with the Federal 
Maritime Commission by Sea-Land 
Service, Inc., Supplement No. 8 to 
Freight Tariff FMC-F No. 13 which pur¬ 
ports to establish a temporary surcharge 


of ten (10) percent on all ocean freight 
charges on cargo moving from the West 
Coast ports to ports in Puerto Rico. The 
subject supplement bears an effective 
date of April 23, 1968; and an expiration 
date of June 30, 1968, unless sooner 
canceled, changed, or extended. 

Upon consideration of the said tariff 
matter, Sea-Land’s General Order 11 
submissions, and additional financial 
and operating information supplied by 
Sea-Land Service, Inc., in support of its 
proposed surcharge, the Commission is 
of the opinion that the said surcharge 
may be unwarranted and if permitted to 
become effective as scheduled, the carrier 
may earn a rate of return which would 
be in excess of that previously allowed 
by the Commission in recent rate pro¬ 
ceedings; and may be unjust, unreason¬ 
able, or otherwise unlawful in violation 
of section 18(a) of the Shipping Act, 
1916, and/or section 3 and 4 of the 
Intercoastal Shipping Act, 1933. 

Therefore it is ordered. That pursuant 
to the authority of section 3 of the Inter¬ 
coastal Shipping Act, 1933, an investiga¬ 
tion is hereby instituted into and con¬ 
cerning the lawfulness of the said sur¬ 
charge contained in the aforementioned 
tariff filing with a view to making such 
findings and orders in the premises as 
the facts and circumstances warrant; 

It is further ordered , That pursuant to 
section 3, Intercoastal Shipping Act, 
1933, the operation of the aforemen¬ 
tioned tariff filing be suspended for the 
full statutory period of 4 months due to 
the carrier’s option of extending the ex¬ 
piration date, and the use thereof be 
deferred to and including August 22, 
1968, unless otherwise ordered by this 
Commission; 

It is further ordered , That the investi¬ 
gation in this proceeding shall not be 
confined to the matters and issues here 
and before stated as a reason for in¬ 
stituting this investigation, but shall in¬ 
clude all matters and issues with respect 
to the lawfulness of the said schedule 
under the Shipping Act, 1916, or the 
Intercoastal Shipping Act, 1933; 

It is further ordered, That there shall 
be filed immediately with the Commis¬ 
sion by Sea-Land Service, Inc., a con¬ 
secutively numbered supplement to its 
aforesaid tariff which supplement shall 
bear no effective date, shall reproduce 
the portion of this order, wherein the 
suspended matter is described and shall 
state that the aforesaid matter is sus¬ 
pended and may not be used until 
August 23, 1968, unless otherwise 

authorized by the Commission; and the 
rates and charges heretofore in effect, 
and which were to be changed by the 
suspended matter shall remain in effect 
during the period of suspension, and 
neither the matter suspended, nor the 
matter which is continued in effect as 
a result of such suspension, may be 
changed until this proceeding has been 
disposed of or until the period of sus¬ 
pension has expired, unless otherwise 
ordered by the Commission; 

It is further ordered , That Sea-Land 
Service, Inc., be named as respondent in 
this proceeding; 
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It is further ordered , That copies of 
this order shall be filed with the said 
tariff schedules in the Bureau of Domes¬ 
tic Regulation of the Federal Maritime 
Commission; 

It is further ordered , That (I) a copy 
of this order shall forthwith be served 
on the respondent herein; (ID the said 
respondent be duly notified of the time 
and place of the hearing; and (III) this 
order be published in the Federal Regis¬ 
ter and notice of said hearing be served 
upon all parties to this proceeding. 

All persons (including individuals, 
corporations, associations, firms, part¬ 
nerships, and public bodies) having an 
interest in this proceeding and desiring 
to intervene therein, should notify the 
Secretary of the Commission promptly 
and file petitions for leave to intervene 
in accordance with Rule 5(1) (46 CFR 
502.72) with a copy to all parties to this 
proceeding. 

By the Commission. 

[seal] Thomas Lisi, 

Secretary . 

(F.R. Doc. 68-4890; Filed, Apr. 23, 1968; 

8:49 a.m.] 


FEDERAL POWER COMMISSION 

FOREST SERVICE 

Order Partially Vacating Withdrawal 
of Lands 

April 17, 1968. 

Application has been filed by the U.S. 
Forest Service for vacation of the power 
withdrawal insofar as it pertains to the 
following described land of the United 
States located within the Roosevelt Na¬ 
tional Forest for the purpose of effec¬ 
tuating a land exchange: 

6th Principal Meridian, Colorado 

T. 3 N., R. 72 W.. sec. 33. lots 1 and 2 (total 

76.12 acres). 

The land lies near the community of 
Raymond, in Boulder County, Colo., and 
is in the upper drainage area of the St. 
Vrain Creek basin which heads at the 
Continental Divide and joins the South 
Platte River. 

The land is withdrawn pursuant to the 
filing on October 19, 1928, by Barton M. 
Jones, et al., of an application for license 
for Project No. 347. The application was 
denied by the Commission on the grounds 
that the Applicant had failed to show 
financial ability to construct the project 
and a market for the project power. 
Under the plan proposed for Project No. 
347, the subject land would have been 
usf d for conduit location. In addition to 
the fact that conduit location is flexible, 
alternative plans for power development 
have been proposed which would divert 
Middle St. Vrain w^ater to a powerhouse 
at Cook Mountain via routes which 
would not affect the subject land. In any 
event, there are no known active plans 
proposing use of the subject land for 
power purposes. 

The Commission finds: Inasmuch as 
the subject land has negligible power 


value, the power withdrawal referred to 
above should be vacated to the extent 
that it pertains to the land. 

The Commission orders: The with¬ 
draw^ of the subject land pursuant to 
the application for Project No. 347 is 
hereby vacated insofar as it pertains to 
the subject land. 

By the Commission*. 

[seal] Gordon M. Grant. 

Secretary. 

(F.R. Doc. 68-4838; Filed, Apr. 23, 1968; 

8:45 am.] 


(Docket No. DA-1086-Califoraia] 

COUNTY OF LOS ANGELES, CALIF. 

Order Partially Vacating Withdrawal 
of Lands 

April 17, 1968. 

Application (R-1201) has been filed 
by the county of Los Angeles ( Applicant) 
for modification of the power "withdrawal 
pertaining to the following described 
lands of the United States to permit relo¬ 
cation thereon of an existing county road 
right-of-way: 

San Bernardino Meridian. California 
T. 5 N. t R. 16 W., 

Sec. 18.SEJ4NE14. 

The requested right-of-way is to per¬ 
mit the relocation of the existing Eliza¬ 
beth Lake Canyon Road which will be 
inundated by the Castaic Reservoir, a 
unit of the California Aqueduct Project 
of the Department of Water Resources, 
State of California. 

The subject lands are withdrawn pur¬ 
suant to the filing on November 14, 
1963, of an application for preliminary 
permit for the California Aqueduct Proj¬ 
ect, designated as Project No. 2426. A 
subsequent application, as amended, for 
license has been filed for the latter proj¬ 
ect. A comparison of the application 
maps with the exhibits filed as part of 
the application as amended for Project 
No. 2426 shows that the subject lands 
are well above the 1,515-foot normal 
pool elevation of the Castaic Reservoir. 
The relocation of the road will be made 
necessary by the construction of the 
Castaic Reservoir of Project No. 2426. 

The Commission finds: In the above 
circumstances, it is necessary and appro¬ 
priate for the purposes of the Federal 
Power Act that the request of the county 
of Los Angeles for modification of the 
withdrawal for Project No. 2426 insofar 
as it pertains to the subject lands be 
granted. 

The Commission orders: The power 
withdrawal pertaining to the subject 
lands, pursuant to the application for 
Project No. 2426 is hereby vacated to the 
extent necessary to permit the construc¬ 
tion thereon of the relocated portion of 
the aforementioned county road. 

By the Commission. 

[seal] Gordon M. Grant, 

Secretary . 

(F.R. Doc. 68—4839; Filed, Apr. 23, 1968; 
8:45 a.m.] 


(Docket No. CP68-278] 

PANHANDLE EASTERN PIPE LINE CO. 

Notice of Application 

April 17, 1968. 

Take notice that on April 10, 1968, 
Panhandle Eastern Pipe Line Co. (Appli¬ 
cant) , Post Office Box 1348, Kansas City, 
Mo. 64141, filed in Docket No. CP68-278 
an application pursuant to section 7(c) 
of the Natural Gas Act for a certificate 
of public convenience and necessity au¬ 
thorizing the construction and operation 
of certain natural gas facilities for the 
receipt of natural gas from Transwest- 
em Pipe Line Co. (Transwestern) in 
Hansford and Sherman Counties, Tex., 
all as more fully set forth in the applica¬ 
tion which is on file with the Commis¬ 
sion and open to public inspection. 

Applicant proposes to construct and 
operate a measuring station and the 
necessary appurtenances to be located 
in Hansford County, Tex., and to operate 
an existing measuring station In Sher¬ 
man County. Tex., at points where Ap¬ 
plicant’s facilities cross the pipeline of 
Transwestem. 

Applicant states that the purpose of 
the proposed facilities is to enable Ap¬ 
plicant to purchase certain volumes of 
gas from Transwestem pursuant to an 
agreement entered into between Appli¬ 
cant and Transwestem on March 30, 
1968. The Applicant states that it re¬ 
quires the gas in order to augment ex¬ 
isting supplies. 

Total estimated cost of the facilities is 
$16,800 to be financed from general funds 
available to Applicant. 

Protests or petitions to intervene may 
be filed with the Federal Power Commis¬ 
sion, Washington. D.C. 20426, in accord¬ 
ance with the rules of practice and pro¬ 
cedure (18 CFR 1.8 or 1.10) and the 
regulations under the Natural Gas Act 
(§ 157.10) on or before May 13, 1968. 

Take further notice that, pursuant to 
the authority contained in and subject to 
the jurisdiction conferred upon the Fed¬ 
eral Power Commission by sections 7 and 
15 of the Natural Gas Act and the Com¬ 
mission’s rules of practice and procedure, 
a hearing will be held without further 
notice before the Commission on this ap¬ 
plication if no protest or petition to inter¬ 
vene is filed within the time required 
herein, if the Commission on its own 
review of the matter finds that a grant 
of the certificate is required by the public 
convenience and necessity. If a protest or 
petition for leave to intervene is timely 
filed, or if the Commission on its own 
motion believes that a formal hearing is 
required, further notice of such hearing 
will be duly given. 

Under the procedure herein provided 
for, unless otherwise advised, it will be 
unnecessary for Applicant to appear or 
be represented at the hearing. 

Gordon M. Grant, 
Secretary. 

(F.R. Doc. 68-4840; Filed. Apr. 23, 1968; 

8:45 am.] 
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FEDERAL RESERVE SYSTEM 

CHARTER NEW YORK CORP. 

Notice of Application for Approval of 
Acquisition of Shares of Bank 

Notice is hereby given that applica¬ 
tion has been made to the Board of Gov¬ 
ernors of the Federal Reserve System 
pursuant to section 3(a) of the Bank 
Holding Company Act of 1956 (12 U.S.C. 
1842<a)), by Charter New York Corp., 
which is a bank holding company located 
in New York, N.Y., for the prior ap¬ 
proval of the Board of the acquisition 
by Applicant of all of the voting shares 
of Central Trust Company of Rochester, 
New York, Rochester, N.Y. 

Section 3(c) of the Act provides that 
the Board shall not approve (1) any 
acquisition or merger or consolidation 
under this section which would result 
in a monopoly, or which would be in 
furtherance of any combination or con¬ 
spiracy to monopolize or to attempt to 
monopolize the business of banking in 
any part of the United States, or (2) any 
other proposed acquisition or merger or 
consolidation under this section whose 
effect in any section of the country may 
be substantially to lessen competition, 
or to tend to create a monopoly, or which 
in any other manner would be in re¬ 
straint of trade, unless it finds that the 
anticompetitive effects of the proposed 
transaction are clearly outweighed in 
the public interest by the probable effect 
of the transaction in meeting the con¬ 
venience and needs of the community to 
be served. 

Section 3(c) further provides that, in 
every case, the Board shall take into con¬ 
sideration the financial and managerial 
resources and future prospects of the 
company or companies and the banks 
concerned, and the convenience and 
needs of the community to be served. 

Not later than thirty (30) days after 
the publication of this notice in the 
Federal Register, comments and views 
regarding the proposed acquisition may 
be filed with the Board. Communica¬ 
tions should be addressed to the Secre¬ 
tary, Board of Governors of the Federal 
Reserve System, Washington, D.C. 20551. 
The application may be inspected at the 
office of the Board of Governors or the 
Federal Reserve Bank of New York. 

Dated at Washington, D.C., this 17th 
day of April 1968. 

By order of the Board of Governors. 

Fseal] Robert P. Forrestal, 
Assistant Secretary. 

[F.R. Doc. 68-4841; Filed, Apr. 23, 1968; 

8:45 a.m.] 


MARINE CORP. 

Order Approving Application Under 
Bank Holding Company Act 

the matter of the application of The 
Marine Corp., Milwaukee, Wis., for ap¬ 
proval of the acquisition of 80 percent 
or more of the voting shares of The Ger¬ 
mantown State Bank, Germantown, Wis. 


There has come before the Board of 
Governors, pursuant to section 3(a)(3) 
of the Bank Holding Company Act of 
1956 (12 U.S.C. 1842(a)(3)) and § 222.3 
(a) of Federal Reserve Regulation Y (12 
CFR 222.3(a)), an application by The 
Marine Corp., Milwaukee, Wis., for the 
Board’s prior approval of the acquisition 
of 80 percent or more of the voting 
shares of The Germantown State Bank, 
Germantown, Wis. 

As required by section 3(b) of the Act, 
the Board gave written notice of receipt 
of the application to the Commissioner 
of Banks for the State of Wisconsin and 
requested his views and recommendation. 
No objection to approval of the applica¬ 
tion has been received from the Com¬ 
missioner. 

Notice of receipt of the application 
was published in the Federal Register 
on November 25, 1967 (32 F.R. 16174), 
providing an opportunity for interested 
persons to submit comments and views 
with respect to the proposal. A copy of 
the application was forwarded to the 
U.S. Department of Justice for its con¬ 
sideration. Time for filing comments 
and views has expired and all those re¬ 
ceived have been considered by the 
Board. 

It is hereby ordered , For the reasons 
set forth in the Board’s statement 1 of 
this date, that said application be and 
hereby is approved, provided that the 
action so approved shall not be consum¬ 
mated (a) before the 30th calendar day 
following the date of this order or (b) 
later than 3 months after the date of the 
order unless such time shall be extended 
by the Board, or by the Federal Reserve 
Bank of Chicago pursuant to delegated 
authority. 

Dated at Washington, D.C., this 17th 
day of April 1968. 

By order of the Board of Governors.® 

[seal] Robert P. Forrestal, 
Assistant Secretary. 

(FR. Doc. 68-4870; Filed, Apr. 23, 1968; 

8:47 a.m. J 

SECURITIES AND EXCHANGE 
COMMISSION 

[File No. 2-14886] 

ALSCOPE CONSOLIDATED, LTD. 

Order Suspending Trading 

April 18, 1968. 

It appearing to the Securities and Ex¬ 
change Commission that the summary 
suspension of trading in the common 
stock of Alscope Consolidated, Ltd., Pas¬ 
saic, N.J., being traded otherwise than on 


1 Filed as part of the original document. 
Copies available upon request to the Board 
of Governors of the Federal Reserve System. 
Washington, D.C. 20551, or to the Federal 
Reserve Bank of Chicago. 

■Voting for this action: Vice Chairman 
Robertson, and Governors Mitchell, Daane, 
Malsel, and Brimmer. Absent and not voting: 
Chairman Martin and Governor Sherrill. 


a national securities exchange is required 
in the public interest and for the protec¬ 
tion of investors: 

It is ordered. Pursuant to section 15(c) 
(5) of the Securities Exchange Act of 
1934, that trading in such securities 
otherwise than on a national securities 
exchange be summarily suspended, this 
order to be effective for the period April 
19, 1968, through April 28, 1968, both 
dates inclusive. 

By the Commission. 

[seal] Orval L. DuBois, 

Secretary. 

(FR. Doc. 68-4892; Filed, Apr. 23. 1968; 

8:49 a.m.] 


170-4621] 

MONONGAHELA POWER CO. 

Notice of Proposed Issue and Sale of 
First Mortgage Bonds and Pre¬ 
ferred Stock at Competitive Bidding 
and Proposed Charter Amendment 

April 18, 1968. 

Notice is hereby given that Monoga¬ 
hela Power Co. (“Monongahela”), 1310 
Fairmont Avenue, Fairmont, W. Va. 
26554, a registered holding company and 
an electric utility subsidiary company of 
Allegheny Power System, Inc., also a reg¬ 
istered holding company, has filed a 
declaration with this Commission pursu¬ 
ant to the Public Utility Holding Com¬ 
pany Act of 1935 (“Act”), designating 
sections 6(a) and 7 of the Act and Rule 
50 promulgated thereunder as applicable 
to the proposed transactions. All inter¬ 
ested persons are referred to the declara¬ 
tion, which is summarized below, for a 
complete statement of the proposed 
transactions. 

Monongahela proposes to issue and 
sell subject to the competitive bidding 
requirements of Rule 50 under the Act, 
$20 million principal amount of its First 

Mortgage Bonds,_percent Series due 

1998. The interest rate of the bonds 
(which will be a multiple of one-eights of 
1 percent) and the price, exclusive of 
accrued interest, to be paid to Monon¬ 
gahela (which will be not less than 100 
percent nor more than 102% percent of 
the principal amount thereof) will be 
determined by the competitive bidding. 
The bonds will be issued under the Inden¬ 
ture dated as of August 1, 1945, between 
Monongahela and First National City 
Bank, New York, N.Y., Trustee, as here¬ 
tofore supplemented and as to be fur¬ 
ther supplemented by a 29th Supple¬ 
mental Indenture to be dated as of June 
1, 1968. The bonds will be issued only as 
registered bonds without coupons. 

Monongahela also proposes to amend 
its charter to increase the authorized 
shares of preferred stock from 240,000 to 
290,000 and to issue and sell, subject to 
the competitive bidding requirements of 
Rule 50 under the Act, 50,000 shares of 

its $_Cumulative Preferred Stock, 

Series E, par value $100 per share. The 
dividend rate of the preferred shares 
(which will be a multiple of $0.04) and 
the price, exclusive of accrued dividends, 
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to be paid Monongahela (which will not 
be less than $100 nor more than $102.75 
per share) will be determined by the 
competitive bidding. 

The net proceeds from the sale of the 
bonds and preferred stock will be used 
to finance, in part, the construction pro¬ 
gram of Monongahela and its subsid¬ 
iary company, including payment of 
$7,500,000 of short-term notes incurred 
therefor. Construction expenditures for 
the 3 years 1968, 1969, and 1970 are pres¬ 
ently estimated at about $115,000,000 
($40 million for 1968, $41 million for 
1969. and $34 million for 1970). 

It is stated that The Public Utilities 
Commission of Ohio has jurisdiction over 
the issue and sale of the bonds and pre¬ 
ferred stock and that no other State 
commission or Federal commission, other 
than this Commission, has jurisdiction 
over the proposed transactions. 

The fees and expenses to be paid in 
connection with the proposed transac¬ 
tions are estimated at $42,000 for the 
bonds and $20,000 for the preferred stock, 
including accountants* fees of $2,800 and 
$700, respectively, and legal fees of $10,- 
000 and $6,000, respectively. The fees of 
counsel for the underwriters, to be paid 
by the successful bidders, are estimated 
at $9,500 in respect of the bonds and 
$5,500 in respect of the preferred stock. 

Notice is further given that any inter¬ 
ested person may, not later than May 13, 
1968, request in writing that a hear¬ 
ing be held on such matter, stating the 
nature of his interest, the reasons for 
such request, and the issues of fact or law 
raised by said declaration which he de¬ 
sires to controvert; or he may request 
that he be notified if the Commission 
should order a hearing thereon. Any such 
request should be addressed: Secretary, 
Securities and Exchange Commission, 
Washington, D.C. 20549. A copy of such 
request should be served personally or 
by mail (air mail if the person being 
served is located more than 500 miles 
from the point of mailing) upon the 
declarant at the above-stated address, 
and proof of service (by affidavit or, in 
case of an attorney at law, by certificate) 
should be filed with the request. At any 
time after said date, the declaration, as 
filed or as it may be amended, may be 
permitted to become effective as provided 
in Rule 23 of the general rules and regu¬ 
lations promulgated under the Act, or 
the Commission may grant exemption 
from such rules as provided in Rules 
20(a) and 100 thereof or take such other 
action as it may deem appropriate. Per¬ 
sons who request a hearing or advice as 
to whether a hearing is ordered will 
receive notice of further developments in 
this matter, including the date of the 
hearing (if ordered) and any postpone¬ 
ments thereof. 

For the Commission (pursuant to dele¬ 
gated authority). 

[seal] Orval L. DuBois, 

Secretary. 

[F.R. Doc. 68-4893; Filed, Apr. 23, 1968; 

8:49 am.] 


[811-14081 

NATIONAL EDUCATORS MUTUAL 
FUND, INC. 

Notice of Proposal To Terminate 
Registration 

April 18,1968. 

Notice is hereby given that the Com¬ 
mission proposes, pursuant to section 
8(f) of the Investment Company Act of 
1940 (“Act**), to declare by order upon 
its own motion that National Educators 
Mutual Fund, Inc. (“company**), in care 
of Mr. Bill M. Jones, National Educators 
Life Insurance Co., 205 Northwest 
Seventh Street, Fort Worth, Tex., a Texas 
corporation which registered as an open- 
end diversified management investment 
company on July 20, 1966, has ceased to 
be an investment company. 

The company represents that it has 
one stockholder, it is not making and 
does not presently propose to make any 
public offering of its shares and it will 
not carry on the business of an invest¬ 
ment company. As of February 1, 1968, it 
had assets valued at $50,640.91, consist¬ 
ing of 5,858 shares of National Educators 
Life Insurance Co. common stock and 
$2,312.41 in cash. 

Section 8(f) of the Act provides, in 
pertinent part, that when the Commis¬ 
sion, on its own motion, finds that a reg¬ 
istered investment company has ceased 
to be an investment company, it shall so 
declare by order, that upon the taking 
effect of such order, the registration of 
such company shall cease to be in effect, 
and that, if necessary for the protection 
of investors, such order may be made 
upon appropriate cpnditions. 

Notice is further given that any inter¬ 
ested person may, not later than May 9, 
1968, at 5:30 p.m. submit to the Com¬ 
mission in writing a request for a hearing 
on the matter accompanied by a state¬ 
ment as to the nature of his interest, the 
reason for such request, and the issues 
of fact or law proposed to be contro¬ 
verted, or he may request that he be 
notified if the Commission shall order 
a hearing thereon. Any such communica¬ 
tion should be addressed: Secretary, Se¬ 
curities and Exchange Commission, 
Washington, D.C. 20549. A copy of such 
request shall be served personally or by 
mail (air mail if the person being served 
is located more than 500 miles from the 
point of mailing) upon the company at 
the address set forth above. Proof of 
such service (by affidavit or in case of 
an attomey-at-law by certificate) shall 
be filed contemporaneously with the re¬ 
quest. At any time after said date, as 
provided by Rule 0-5 of the rules and 
regulations under the Act, an order dis¬ 
posing of the matter may be issued by 
the Commission upon the basis of the 
information stated in this notice, unless 
an order for hearing upon this matter 
shall be issued upon request or upon the 
Commission’s own motion. Persons who 
request a hearing or advice as to whether 
a hearing is ordered will receive notice 
of further developments in this matter, 
including the date of the hearing (if 


ordered), and any postponements 
thereof. 

For the Commission (pursuant to dele¬ 
gated authority). 

[seal] Orval L. DuBois, 

Secretary. 

[PJR. Doc. 68—4894; Filed. Apr. 23. 1968; 
8:49 am.] 


[File No. 2-24176] 

ZIMOCO PETROLEUM CORP. 

Order Suspending Trading 

April 18,1968. 

It appearing to the Securities and Ex¬ 
change Commission that the summary 
suspension of trading in the common 
stock of Zimoco Petroleum Coip., New 
York, N.Y., being traded otherwise than 
on a national securities exchange is re¬ 
quired in the public interest and for the 
protection of investors: 

It is ordered. Pursuant to section 15(c) 
(5) of the Securities Exchange Act of 
1934, that trading in such securities 
otherwise than on a national securities 
exchange be summarily suspended, this 
order to be effective for the period April 
19, 1968, through April 28, 1968, both 
dates inclusive. 

By the Commission. 

[seal] Orval L. DuBois, 

Secretary. 

IF JR. Doc. 68-4895; Filed, Apr. 23. 1968; 

8:49 a.m.] 

INTERSTATE COMMERCE 
COMMISSION 

FOURTH SECTION APPLICATION FOR 
RELIEF 

April 19,1968. 

Protests to the granting of an applica¬ 
tion must be prepared in accordance with 
Rule 1100.40 of the general rules of prac¬ 
tice (49 CFR 1100.40) and filed within 15 
days from the date of publication of this 
notice in the Federal Register. 

Long-and-Short Haul 

FSA No. 41298— Caustic soda (sodium 
hydroxide) to Franklin , Va. Filed by 
O. W. South, Jr., agent (No. A6000), for 
interested rail carriers. Rates on sodium 
(soda), caustic (sodium hydroxide), as 
described in the application, in tank car¬ 
loads, subject to Rule 35, except as to 
minimum weight shall be 196,000 pounds 
per car, from Charleston, Dock, Elk. 
Handley, Hansford, Owens, Pratt, St. 
Albans, South Charleston and South 
Ruffner, W. Va., to Franklin, Va. 

Grounds for relief—Rate relationship. 

Tariff—Supplement 38 to Traffic Ex¬ 
ecutive Association-Eastern Railroads, 
agent, tariff ICCC-611. 

By the Commission. 

[seal] H. Neil Garson, 

Secretary. 

[F.R. Doc. 68—4875; Filed. Apr. 23, 1968; 

8:47 am.] 
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NOTICE OF FILING OF MOTOR CAR- 

RIER INTRASTATE APPLICATIONS 

April 19, 1968. 

The following applications for motor 
common carrier authority to operate in 
intrastate commerce seek concurrent 
motor carrier authorization in interstate 
or foreign commerce within the limits of 
the intrastate authority sought, pur¬ 
suant to section 206(a) (6) of the Inter¬ 
state Commerce Act, as amended Octo¬ 
ber 15, 1962. These applications are gov¬ 
erned by Special Rule 1.245 of the 
Commission’s rules of practice, pub¬ 
lished in the Federal Register, issue of 
April 11,1963, page 3533, which provides, 
among other things, that protests and 
requests for information concerning the 
time and place of State Commission 
hearings or other proceedings, any sub¬ 
sequent changes therein, and any other 
related matters shall be directed to the 
State Commission with which the appli¬ 
cation is filed and shall not be addressed 
to or filed with the Interstate Commerce 
Commission. 

State Docket No. (Unknown), filed 
January 26, 1968. Applicant: GEORGE 
A. HORTON, doing business as ASH- 
LAND-HARLO FREIGHT LINES, 1032 
Delphinium Drive, Billings, Mont. 59102. 
Applicant's representative: Jerome An¬ 
derson, Anderson, Symmes, Forbes. Peete 
& Brown, Post Office Box 1215, Billings, 
Mont. 59103. Certificate of public con¬ 
venience and necessity sought to operate 
a freight service as follows: General 
commodities , except liquefied petroleum 
products in bulk, in tank vehicles, over 
irregular routes, (1) between Broadus, 
Mont., on the one hand, and, on the 
other, points of Boyes, Hammond, Al- 
zada, and Biddle, Mont.; and (2) be¬ 
tween Ashland, Mont., on the one hand, 
and, on the other, the Fort Howe Ranger 
Station south of Ashland, Mont. Appli¬ 
cant desires to tack this authority to 
the existing authority which he now 
holds under certificate of registration is¬ 
sued under ICC Docket No. MC 120249 
Sub No. 1 . Both intrastate and interstate 
authority sought. 

HEARING: Not yet assigned. Requests 
for procedural information including the 
time for filing protests, concerning this 
application should be addressed to the 
Board of Railroad Commissioners of the 
State of Montana. Helena, Mont. 59601, 
and should not be directed to the Inter¬ 
state Commerce Commission. 

State Docket No. (Unknown), filed 
January 26, 1968. Applicant: GEORGE 
A. HORTON, doing business as ASH- 
LAND-HARLO FREIGHT LINES, 1032 
Delphinium Drive, Billings, Mont. 59102. 
Applicant’s representative: Jerome An¬ 
derson, Anderson, Symmes, Forbes, 
Peete & Brown, Post Office Box 1215, 
Billings, Mont. 59103. Certificate of pub¬ 
lic convenience and necessity sought to 
operate a freight service as follows: 
General commodities , except liquefied 
Petroleum products, in bulk, in tank ve¬ 
hicles, over regular routes, between BiD- 
higs, Mont., and Broadus, Mont., from 
Billings via UB. Highway No. 87 to the 


junction of U.S. Highway No. 87 and 
State Highway No. 8, approximately 1 Vz 
miles south of Crow Agency, thence via 
State Highway No. 8 to the junction of 
State Highway No. 8 and U.S. Highway 
No. 212, approximately 3 miles northwest 
of Broadus, Mont., thence via U.S. High¬ 
way No. 212 to Broadus, and return over 
the same route, serving all intermediate 
points between Crow Agency and 
Broadus, on State Highway No. 8 and 
U.S. Highway No. 212, restricted against 
local service between Billings and Crow 
Agency or points intermediate thereto. 
The purpose of this application is to re¬ 
move a restriction presently appearing 
in applicant's certificate of registration 
in ICC Docket No. MC 120249, Sub No. 1, 
w r hich now prevents service from 
Broadus, Mont., to Ashland, Lame Deer, 
and Busby. Mont. Both intrastate or 
interstate authority sought. 

HEARING: Not yet assigned. Requests 
for procedural information including the 
time for filing protests, concerning this 
application should be addressed to the 
Board of Railroad Commissioners of the 
State of Montana, Helena, Mont. 59601, 
and should not be directed to the Inter¬ 
state Commerce Commission. 

By the Commission. 

[seal] H. Neil Garson, 

Secretary . 

[PR. Doc. 68-4876; Filed, Apr. 23, 1968; 

8:47 am.] 


[Notice 495] 

MOTOR CARRIER ALTERNATE ROUTE 
DEVIATION NOTICES 

April 19, 1968. 

The following letter-notices of pro¬ 
posals to operate over deviation routes 
for operating convenience only have 
been filed with the Interstate Commerce 
Commission, under the Commission’s 
deviation rules revised, 1957 (49 CFR 
211.1(c) (8)), and notice thereof to all in¬ 
terested persons is hereby given as pro¬ 
vided in such rules (49 CFR 211.1 (d) (4)). 

Protests against the use of any pro¬ 
posed deviation route herein described 
may be filed with the Interstate Com¬ 
merce Commission in the manner and 
form provided in such rules (49 CFR 
211.1(e)) at any time, but will not op¬ 
erate to stay commencement of the pro¬ 
posed operations unless filed within 30 
days from the date of publication. 

Successively filed letter-notices of the 
same carrier under the Commission's 
deviation rules revised, 1957, will be 
numbered consecutively for convenience 
in identification and protests. If any, 
should refer to such letter-notices by 
number. 

Motor Carriers or Property 

No. MC 2202 (Deviation No. 101), 
ROADWAY EXPRESS, INC., 1077 Gorge 
Boulevard, Post Office Box 471, Akron, 
Ohio 44309, filed April 12, 1968. Carrier 
proposes to operate as a common carrier, 
by motor vehicle, of general commodities, 
with certain exceptions, over a deviation 


route as follows: From Cleveland, Ohio, 
and points in the Cleveland, Ohio com¬ 
mercial zone, over streets and highways 
to the commercial zone boundary at the 
Cuyahoga-Lorain County line, thence 
over Ohio Highway 82 to junction Ohio 
Highway 57, thence over Ohio Highway 
57 to Elyria, Ohio, and return over the 
same route, for operating convenience 
only. The notice indicates that the car¬ 
rier is presently authorized to transport 
the same commodities, over a pertinent 
service route as follows: From Cleveland, 
Ohio, over Ohio Highw r ay 254 to junc¬ 
tion Ohio Highway 57, thence over Ohio 
Highway 57 to Elyria, Ohio, and return 
over the same route. 

No. MC 4941 (Sub-No. 4) (Deviation 
No. 1), QUINN FREIGHT LINES, INC., 
1093 North Montello Street, Brockton. 
Mass. 02403, filed April 8, 1968. Carrier 
proposes to operate as a common carrier , 
by motor vehicle, of general commodi¬ 
ties, with certain exceptions, over devia¬ 
tion routes as follows: (1) From Boston, 
Mass., over Interstate Highway 90 (Mas¬ 
sachusetts Turnpike), to junction Inter¬ 
state Highway 87 (New York State 
Thru way), thence over Interstate High¬ 
way 87 to New York, N.Y., (2) from 
Boston, Mass., over Interstate Highway 
90 (Massachusetts Turnpike), to Stur- 
bridge. Mass., thence over Interstate 
Highway 84 to Hartford, Conn., thence 
over Interstate Highway 91 to junction 
Interstate Highway 95, thence over In¬ 
terstate Highway 95 to New York, N.Y., 
(3) from Boston, Mass., over Interstate 
Highway 90 (Massachusetts Turnpike), 
to junction Massachusetts Highway 128, 
thence over Massachusetts Highway 128 
to junction Interstate Highway 95. 
thence over Interstate Highway 95 to 
New York, N.Y., (4) from Boston, Mass., 
over Interstate Highway 90 (Massachu¬ 
setts Turnpike), to junction Massachu¬ 
setts Highway 128, thence over Massa¬ 
chusetts Highway 128 to junction 
Interstate Highway 95, thence over In¬ 
terstate Highway 95 to Providence, R.I., 
thence over U.S. Highway 6 to the Rhode 
Island-Connecticut State line and junc¬ 
tion with the Connecticut Turnpike, 
thence over the Connecticut Turnpike 
to junction Interstate Highway 95, 
thence over Interstate Highway 95 to 
New York, N.Y., and (5) from Pitts¬ 
burgh, Pa., over U.S. Highway 22 to junc¬ 
tion Interstate Highway 76 (Pennsyl¬ 
vania Turnpike), thence over Interstate 
Highway 76 to junction Interstate High¬ 
way 276 (Pennsylvania Turnpike), 
thence over Interstate Highwray 276 to 
junction New Jersey Turnpike, thence 
over the New Jersey Turnpike to New 
York, N.Y., and return over the same 
routes, for operating convenience only. 
The notice indicates that the carrier is 
presently authorized to transport the 
same commodities, over pertinent service 
routes as follows: From Boston, Mass., 
over Massachusetts Highway 9 to junc¬ 
tion U.S. Highway 20, thence over U.S. 
Highway 20 to Springfield, Mass., thence 
over U.S. Highway 5 to junction Alter¬ 
nate UB. Highway 5 at a point approxi¬ 
mately 3 miles north of Meriden, Conn., 
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thence over Alternate U.S. Highway 5 
to junction U.S. Highway 5, thence over 
U.S. Highway 5 to New Haven, Conn., 
thence over U.S. Highway 1 to New York, 
N.Y., (2) from Boston, Mass., over U.S. 
Highway 1 to Providence, R.I., thence 
over Rhode Island Highway 3 to West¬ 
erly, R.I., thence over U.S. Highway 1 to 
New Haven, Conn., thence over U.S. 
Highway 1 to New York, N.Y., and (3) 
from Pittsburgh, Pa., over U.S. Highway 
22 (portion formerly New Jersey High¬ 
way 29), to junction U.S. Highway 1, 
thence over U.S. Highway 1 to New York, 
N.Y., and return over the same routes. 

No. MC 41432 (Deviation No. 10), EAST 
TEXAS MOTOR FREIGHT LINES, 
INC., 2355 Stemmons Freeway, Post 
Office Box 10125, Dallas, Tex. 75207, filed 
April 9, 1968. Carrier proposes to operate 
as a common carrier, by motor vehicle, 
of general commodities, with certain 
exceptions, over a deviation route as fol¬ 
lows: From junction Interstate Highway 
55 and U.S. Highway 70, at or near West 
Memphis, Ark., over Interstate Highway 
55 to junction Interstate Highway 40 at 
or near West .Memphis, Ark., thence over 
Interstate Highway 40 to North Little 
Rock, Ark., and return over the same 
route, for operating convenience only. 
The notice indicates that the carrier is 
presently authorized to transport the 
same commodities, over a pertinent 
service route as follows: Between junc¬ 
tion Interstate Highway 55 and U.S. 
Highway 70, and North Little Rock, Ark., 
over U.S. Highway 70. 

No. MC 41432 (Deviation No. 11), EAST 
TEXAS MOTOR FREIGHT LINES, INC., 
2355 Stemmons Freeway. Post Office Box 
10125, Dallas, Tex. 75207, filed April 10, 
1968. Carrier proposes to operate as a 
common carrier, by motor vehicle, of 
general commodities, with certain ex¬ 
ceptions, over a deviation route as fol¬ 
lows: Betw’een Little Rock, Ark., and 
Texarkana, Tex., over Interstate High¬ 
way 30, for operating convenience only. 
The notice indicates that the carrier is 
presently authorized to transport the 
same commodities, over a pertinent 
service route as follows: From Little 
Rock, Ark., over U.S. Highway 70 to 
Benton, Ark., thence over U.S. Highway 
67 to Texarkana, Tex., and return over 
the same route. 

No. MC 114019 (Sub-No. 22) (Devia¬ 
tion No. 2), MIDWEST EMERY 
FREIGHT SYSTEM, INC., 7000 South 
Pulaski Road, Chicago, Ill. 60629, filed 
April 12, 1968. Carrier’s representative: 
Arthur J. Sibik, same address as appli¬ 
cant. Carrier proposes to operate as a 
common carrier, by motor vehicle, of 
general commodities, with certain ex¬ 
ceptions. over a deviation route as fol¬ 
lows: From Chicago. Ill., over Inter¬ 
state Highway 55 to junction Interstate 
Highway 80 near Joliet, Ill., thence over 
Interstate Highway 80 to Denver, Colo., 
and return over the same route, for 
operating convenience only. The notice 
indicates that the carrier is presently 
authorized to transport the same com¬ 
modities, over pertinent service routes 
as follows: (1) From Chicago, HI., over 


U.S. Highway 34 to junction Illinois 
Highway 92 (at or near La Moille, Ill.), 
thence over Illinois Highway 92 to Mo¬ 
line. HI., thence over U.S. Highway 6 to 
Omaha, Nebr., thence over Alternate 
U.S. Highway 30 to junction U.S. High¬ 
way 30 (also from Omaha, Nebr., over 
U.S. Highway 275 to junction U.S. 
Highway 30), thence over U.S. Highway 
30 to junction U.S. Highway 138, thence 
over U.S. Highway 138 to Sterling, Colo., 
thence over U.S. Highway 6 to Brush, 
Colo., thence continuing over U.S. High¬ 
way 6 to Denver (also from Brush over 
U.S. Highway 34 to Greeley, thence over 
U.S. Highway 85 to Denver), (also from 
Greeley over U.S. Highway 34 to Love¬ 
land, Colo.), thence over U.S. Highway 
287 (formerly U.S. Highway 87) to Fort 
Collins, Colo., and thence over U.S. High¬ 
way 287 (formerly U.S. Highway 87 to 
Denver), thence over U.S. Highway 85 
to Pueblo, Colo., (2) from Chicago, HI., 
over Alternate U.S. Highway 30 (for¬ 
merly U.S. Highways 330 and 30) to 
junction U.S. Highway 30 east of Round 
Grove, HI., thence over U.S. Highway 30 
via Missouri Valley, Iowa, to junction 
U.S. Highway 275 (also from Missouri 
Valley over Alternate U.S. Highway 30 to 
Omaha), thence to Pueblo as specified 
above, (3) from Chicago, HI., to Omaha, 
Nebr., as specified above, thence over 
U.S. Highway 6 to Sterling, Colo., thence 
to Pueblo, Colo., as specified above, (4) 
from Chicago, HI., to Omaha, Nebr., as 
specified above, thence over UJS. High¬ 
way 75 to Auburn, Nebr., thence over U.S. 
Highway 136 (formerly Nebraska High¬ 
way 3) via Beatrice, Nebr., to junction 
U.S. Highway 6 north of Edison, Nebr. 
(also from Beatrice over U.S. Highway 
77 to Lincoln, Nebr.), (5) from Lincoln 
Nebr., over U.S. Highway 77 to junction 
Nebraska Highway 109, thence over 
Nebraska Highway 109 to junction un¬ 
numbered highway, thence over unnum¬ 
bered highway to junction U.S. High¬ 
way 77, thence over U.S. Highway 77 to 
Fremont, Nebr., and (6) from Muscatine, 
Iowa, over U.S. Highway 61 to Daven¬ 
port, Iowa, thence over U.S. Highway 6 
to junction Hlinois Highway 92. thence 
over Hlinois Highway 92 to junction 
U.S. Highway 34, thence over U.S. High¬ 
way 34 to Chicago, Ill., and return over 
the same routes. 

Motor Carrier of Passengers 

No. MC 1515 (Deviation No. 445) (Can¬ 
cels Deviation No. 255), GREYHOUND 
LINES, INC. (Western Division), Mar¬ 
ket and Fremont Streets, San Francisco, 
Calif. 94106, filed April 11, 1968. Carrier’s 
representative: W. T. Meinhold, 371 
Market Street, San Francicso, Calif. 
94105. Carrier proposes to operate as a 
common carrier, by motor vehicle, of 
passengers and their baggage, and ex¬ 
press and newspapers in the same vehicle 
with passengers, over deviation routes 
as follows: (1) From junction unnum¬ 
bered highway and Interstate Highway 
15 (West Barstow Junction) over Inter¬ 
state Highway 15 to junction unnum¬ 
bered highway (Barstow, Calif.), (2) 
from junction unnumbered highway and 
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Interstate Highway 15 (West Barstow 
Junction), over Interstate Highway 15 
to junction Interstate Highway 40, 
(Barstow), thence over Interstate High¬ 
way 40 to junction U.S. Highway 66 
(West Ludlow Junction), (3) from junc¬ 
tion unnumbered highway and Inter¬ 
state Highway 15 (West Barstow Junc¬ 
tion) over Interstate Highway 15 to 
junction Interstate Highway 40 (Bar¬ 
stow), thence over Interstate Highway 
40 to junction unnumbered highway 
(East Barstow Junction), (4) from junc¬ 
tion unnumbered highway and Inter¬ 
state Highway 40 (East Barstow Junc¬ 
tion) over Interstate Highway 40 to 
junction U.S. Highway 66 (West Ludlow 
Junction), (5) from junction unnum¬ 
bered highway and Interstate Highway 
40 (East Barstow Junction) over Inter¬ 
state Highway 40 to junction unnum¬ 
bered highway (Newberry), (6) from 
junction unnumbered highway and In¬ 
terstate Highway 40 (Newberry) over 
Interstate Highway 40 to junction U.S. 
Highway 66 (West Ludlow Junction), 
and (7) from junction unnumbered 
highway and Interstate Highway 40 
(East Java Junction) over Interstate 
Highway 40 to Needles, Calif., and re¬ 
turn over the same routes, for operat¬ 
ing convenience only. The notice indi¬ 
cates that the carrier is presently au¬ 
thorized to transport passengers and 
the same property, over a pertinent serv¬ 
ice route as follows: From Los Angeles, 
Calif., over Figueroa Street to junction 
unnumbered highway (York Boulevard 
Junction), thence over unnumbered 
highway to Pasadena, thence ovei’ Foot¬ 
hill Boulevard to Monrovia, thence over 
U.S. Highway 66 to San Bernardino, 
thence over Interstate Highway 15 to 
junction U.S. Highway 66 (Devore Junc¬ 
tion), thence over U.S. Highway 66 to 
junction Interstate Highway 15 (Cajon 
Summit), thence over Interstate High¬ 
way 15 to junction unnumbered high¬ 
way (West Barstow Junction), thence 
over unnumbered highway via Barstow, 
Daggett, Minneola. and Newberry to 
junction U.S. Highway 66 (West Lud¬ 
low' Junction), thence over U.S. High¬ 
way 66 to junction Interstate Highway 
40 (Java), thence over Interstate High¬ 
way 40 to junction unnumbered highway 
(East Java Junction), thence over un¬ 
numbered highway to Needles, thence 
over Interstate Highway 40 to the point 
where it intersects the California-Ari- 
zona State line. (Connects with Arizona 
route 1). 

No. MC 2890 (Deviation No. 70), 
AMERICAN BUSLINES, INC., 1501 
South Central Avenue, Los Angeles, 
Calif. 90021, filed April 1, 1968. Carrier’s 
representative: Bruce E. Mitchell, 1735 
K Street NW., Washington, D.C. 20006. 
Carrier proposes to operate as a common 
carrier, by motor vehicle, of passengers 
and their baggage, and express and 
newspapers in the same vehicle with 
passengers, over a deviation route as fol¬ 
lows: From junction U.S. Highway 22 
and access roads to Interstate Highway 
78, Greenwich Township, N.J., over ac¬ 
cess roads to junction Interstate High¬ 
way 78, thence over Interstate Highway 
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78 to junction access roads to U.S. High¬ 
way 22, thence over access roads to junc¬ 
tion U.S. Highway 22, Union Township, 
N.J., and return over the same routes, for 
operating convenience only. The notice 
indicates that the carrier is presently au¬ 
thorized to transport passengers and the 
same property, over a pertinent service 
route as follows: From New York, N.Y., 
via the Holland Tunnel, city U.S. High¬ 
way 1 to junction U.S, Highway 22 (also 
from New York over U.S. Highway 1 to 
junction U.S. Highway 22), thence over 
U.S. Highway 22 via Somerville, N.J., and 
Manadahill, Pa., to Harrisburg, Pa., and 
return over the same route. 

By the Commission. 

[seal] H. Neil Garson, 

Secretary. 

[F.R. Doc. 68—4877; Piled. Apr. 23. 1968; 

8:48 a.m.J 


[Notice 1173] 

MOTOR CARRIER APPLICATIONS AND 
CERTAIN OTHER PROCEEDINGS 

April 19, 1968. 

The following publications are gov¬ 
erned by Special Rule 1.247 of the Com¬ 
mission’s rules of practice, published in 
the Federal Register issue of April 20, 
1966, which became effective May 20, 
1966. 

The publications hereinafter set forth 
reflect the scope of the applications as 
filed by applicant, and may include de¬ 
scriptions, restrictions, or limitations 
which are not in a form acceptable to 
the Commission. Authority which ulti¬ 
mately may be granted as a result of the 
applications here noticed will not neces¬ 
sarily reflect the phraseology set forth 
in the application as filed, but also will 
eliminate any restrictions which are not 
acceptable to the Commission. 

Applications Assigned for Oral 
Hearing 


MOTOR CARRIERS OF PROPERTY 


No. MC 107295 (Sub-No. 119), filed 
April 5. 1968. Applicant: PRE-FAB 
TRANSIT CO., a corporation. 100 South 
Main Street, Farmer City, HI. 61842. Ap¬ 
plicant’s representative: Dale L. Cox, 
Post Office Box 146, Farmer City, HI. and 
Mack Stephenson, 42 Fox Mill Lane, 
Springfield, Ill. 62707. Authority sought 
to operate as a common carrier . by motor 
vehicle, over irregular routes, transport¬ 
ing: Hard board, with or without a dec¬ 
orative finish, from points in Pulaski 
County, Ark., to points in the United 
S (exce Pt Alaska and Hawaii). 

BEARING: May 7, 1968, before Ex¬ 
aminer Leonard J. Kassel, at Little Rock, 
Ark., in Room 5404, Federal Office 
Building. 


. No. MC 128981 (Sub-No. 3). filed 
- .A 1 .’- 1968 Applicant: LAND-AIR 
DELIVERY, INC., 413 Lou Holland Drive, 
Kansas City, Mo. 64116. Applicant’s rep¬ 
resentative: Warren H. Sapp, 450 Pro- 
Buildin g» Kansas City, Mo 
**106. Authority sought to operate as a 
common carrier , by motor vehicle, over 
nregular routes, transporting: General 


commodities , except classes A and B ex¬ 
plosives. household goods as defined by 
the Commission, commodities in bulk, 
and those requiring special equipment, 

(1) between Kansas City Municipal Air¬ 
port, Kansas City International Airport, 
and Fairfax Airport, located within the 
Kansas City, Mo.-Kans. commercial 
zone, on the one hand, and, on the other, 
airport cities in the States of Kansas, 
Missouri, and Nebraska, served by cer¬ 
tificated Direct Air Carriers pursuant to 
Civil Aeronautics Board Authority, and. 

(2) between Municipal Airport, Wichita, 
Kans., on the one hand, and, on the 
other, airport cities in the States of Kan¬ 
sas, Missouri, and Nebraska, served by 
certificated Direct Air Carriers pursuant 
to Civil Aeronautics Board Authority, re¬ 
stricted to the transportation of ship¬ 
ments having an immediately prior or 
subsequent movement by air. Note: Ap¬ 
plicant has pending application to con¬ 
duct operations as a contract carrier in 
Permit No. MC 129546, Sub 2, therefor, 
dual operations may be involved. 

HEARING: May 8, 1968, in Room 666, 
Federal Building, 601 East 12th Street, 
Kansas City, Mo., before Examiner John 
F. Collins. 

No. MC 4963 (Sub-No. 26) (Republica¬ 
tion), filed October 13, 1967, published 
Federal Register issue of November 2, 
1967, and republished this issue. Appli¬ 
cant: JONES MOTOR CO., INC., Bridge 
Street and Schuylkill Road, Spring City, 
Pa. 19475. Applicant’s representative: 
Roland Rice, Suite 618 Perpetual Build¬ 
ing, 1111 E Street NW., Washington, 
D.C. 20004. By application filed October 
13, 1967, applicant seeks a certificate of 
public convenience and necessity author¬ 
izing operation, in interstate or foreign 
commerce, as a common carrier by motor 
vehicle, over regular routes, of general 
commodities (except those of unusual 
value, livestock, classes A and B ex¬ 
plosives, household goods as defined by 
the Commission, commodities in bulk, 
and those requiring special equipment), 
(1) between Morton, HI., and Akron, 
Ohio, (a) from Morton over Interstate 
Highway 74 to junction Hlinois Highway 
117, thence over Hlinois Highway 117 to 
junction U.S. Highway 24, thence over 
U.S. Highway 24 to junction UJS. High¬ 
way 224 at Huntington, Ind., thence over 
U.S. Highway 224 to Akron, Ohio, and 
(b) from Morton over Interstate High¬ 
way 74 to junction Interstate Highway 
55 (U.S. Highway 66), thence over Inter¬ 
state Highway 55 (U.S. Highway 66) to 
junction U.S. Highway 24, thence as 
specified above to Akron, as an alternate 
route for operating convenience only, 
serving no intermediate points, with right 
of joinder at junction Interstate High¬ 
way 55 (U.S. Highway 66) and Interstate 
Highway 74, and at junction Interstate 
Highway 55 (U.S. Highway 66) and UB. 
Highway 24. 

(2) Between St. Louis, Mo., and Akron. 
Ohio, from St. Louis over Interstate 
Highway 70 to junction Interstate High¬ 
way 71, thence over Interstate Highway 
71 to Akron, as an alternate route for 
operating convenience only, serving no 
intermediate points, (3) between St. 
Louis, Mo., and Canton, Ohio, from St. 


Louis over Interstate Highway 70 to 
junction Interstate Highway 77 to Can¬ 
ton, as an alternate route for operating 
convenience only, serving no intermedi¬ 
ate points, with right of joinder at Cam¬ 
bridge, Ohio, and (4) between Pittsburgh, 
Pa., and Cambridge, Ohio, (a) from 
Pittsburgh over Interstate Highway 79 
to junction Interstate Highway 70, thence 
over Interstate Highway 70 to Cam¬ 
bridge, as an alternate route for operat¬ 
ing convenience only, serving no inter¬ 
mediate points, with right of joinder at 
Washington, Pa., and Cambridge, Ohio, 
and (b) from Pittsburgh over U.S. High¬ 
way 22 to Cambridge, as an alternate 
route for operating convenience only, 
serving no intermediate points, with 
right of joinder at Cambridge, Ohio; 
an order of the Commission. Operat¬ 
ing Rights Board, dated March 29, 
1968, and served April 17, 1968, finds 
that the present and future public 
convenience and necessity require op¬ 
eration by applicant, in interstate 
or foreign commerce, as a common 
carrier by motor vehicle, of general com¬ 
modities, except those of unusual value, 
livestock, classes A and B explosives, 
household goods as defined by the Com¬ 
mission. commodities in bulk, those re¬ 
quiring special equipment, and those 
injurious or contaminating to other lad¬ 
ing, (1) between Morton, Ill., and the 
junction of Interstate Highway 74 and 
Illinois Highway 117, over Interstate 
Highway 74, serving the junction of In¬ 
terstate Highway 74 and Illinois High¬ 
way 117 for the purpose of joinder only, 
(2) between the junction of Interstate 
Highway 74 and Illinois Highway 117 and 
the junction of Illinois Highway 117 and 
U.S. Highway 24, over Illinois Highway 
117, serving the termini for the purposes 
of joinder only. 

(3) Between the junction of Illinois 
Highway 117 and U.S. Highway 24 and 
the junction of U.S. Highway 24 and 
Interstate Highway 55, over U.S. High¬ 
way 24, serving the termini for purposes 
of joinder only, (4) between the junction 
of Interstate Highway 55 and U.S. High¬ 
way 24 and the junction of U.S. Highway 
224 and U.S. Highway 250, over U.S. 
Highway 24 to junction U.S. Highway 
224 at Huntington, Ind., thence over U.S. 
Highway 224 to junction U.S. Highway 
250, serving the termini for purposes of 
joinder only, (5) between the junction 
of U.S. Highway 224 and U.S. Highway 
250 and the junction of Interstate High¬ 
way 80S and Interstate Highway 71, over 
U.S. Highway 224 to junction Interstate 
Highway 80S at Lodi, Ohio, thence over 
Interstate Highway 80S to junction 
Interstate Highway 71, serving the 
termini for purposes of joinder only, (6) 
between the junction of Interstate High¬ 
way 80S and Interstate Highway 71 and 
Akron, Ohio, over Interstate Highway 
80S, serving the junction of Interstate 
Highway 80S and Interstate Highway 71 
for the purposes of joinder only, (7) 
between the junction of Interstate High¬ 
way 74 and Illinois Highway 117 and 
the junction of Interstate Highway 74 
and Interstate Highway 55, over Inter¬ 
state Highway 74, serving the termini 
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for purposes of joinder only, (8) between 
St. Louis, Mo., and Columbus, Ohio, over 
Interstate Highway 70, serving Columbus 
for the purpose of joinder only, (9) be¬ 
tween Columbus, Ohio, and the junction 
of U.S. Highway 250 and Interstate High¬ 
way 71, over Interstate Highway 71, serv¬ 
ing the termini for purposes of joinder 
only. 

(10) Between the junction of U.S. 
Highway 250 and Interstate Highway 71 
and the junction of Interstate Highway 
70 and Interstate Highway 80S, over In¬ 
terstate Highway 71, serving the termini 
for purposes of joinder only, (11) be¬ 
tween Columbus, Ohio, and Cambridge, 
Ohio, over Interstate Highway 70, serv¬ 
ing the termini for purposes of joinder 
only, (12) between Cambridge, Ohio, and 
Canton, Ohio, over Interstate Highway 
77, serving Cambridge for the purposes 
of joinder only, (13) between Cambridge, 
Ohio, and Steubenville, Ohio, over U.S. 
Highway 22, serving the termini for pur¬ 
poses of joinder only, (14) between Cam¬ 
bridge, Ohio, and Washington, Pa., over 
Interstate Highway 70, serving Cam¬ 
bridge for purposes of joinder only, and 
(15) between Washington, Pa., and 
Pittsburgh, Pa., over Interstate Highway 
70, serving no intermediate points in (1) 
through (15) above, and all as alternate 
routes for operating convenience only 
in connection with applicant’s authorized 
regular route operations; that applicant 
is fit, willing, and able properly to per¬ 
form such service and to conform to the 
requirements of the Interstate Commerce 
Act and the Commission’s rules and reg¬ 
ulations thereunder. Because it is possi¬ 
ble that other parties who have relied 
upon the notice of the application as 
published, may have an interest in and 
would be prejudiced by the lack of proper 
notice of the authority described in the 
findings in this order, a notice of the 
authority actually granted will be pub¬ 
lished in the Federal Register and is¬ 
suance of a certificate in this proceeding 
will be withheld for a period of 30 days 
from the date of such publication, dur¬ 
ing which period any proper party in 
Interest may file a petition to reopen or 
for other appropriate relief setting forth 
in detail the precise manner in which it 
has been so prejudiced. 

No. MC 5152 (Sub-No. 10) (Republica¬ 
tion), filed November 6, 1967, published 
Federal Register issue of November 23, 
1967, and republished this issue. Appli¬ 
cant: VANCOUVER FAST FREIGHT, 
INC., 304 Columbia Street, Vancouver, 
Wash. Applicant’s representative: Wil¬ 
liam J. Lippman and Philip F. Hudock, 
1824 R Street NW., Washington, D.C. 
20009. By application filed November 6, 
1967, as amended, applicant seeks a cer¬ 
tificate of public convenience and neces¬ 
sity authorizing operation, in interstate 
or foreign commerce, as a common car¬ 
rier by motor vehicle, over irregular 
routes of bottles, carboys, demijohns or 
jars, other than cut, with or without 
their equipment of caps, covers, stoppers, 
or tops, 1 gallon or less in capacity, 
glasses, pressed or machine made, and 
tumblers, from and to the points indi¬ 
cated below; an order of the Commis¬ 
sion, Operating Rights Board, dated 


March 29, 1968, and served April 9, 1968, 
finds that the present and future public 
convenience and necessity require opera¬ 
tion by applicant, in interstate or foreign 
commerce, as a common carrier by motor 
vehicle, over irregular routes of glass 
containers and closures therefor, from 
Vancouver, Wash., to points in King and 
Pierce Counties, Wash.; that applicant 
is fit, willing, and able properly to per¬ 
form such service and to conform to the 
requirements of the Interstate Commerce 
Act and the Commission’s rules and reg¬ 
ulations thereunder. Because it is possi¬ 
ble that other persons, who have relied 
upon the notice of the application as 
published, may have an interest in and 
would be prejudiced by the lack of proper 
notice of the authority described in the 
findings in this order, a notice of the 
authority actually granted will be pub¬ 
lished in the Federal Register and issu¬ 
ance of a certificate in this proceeding 
will be withheld for a period of 30 days 
from the date of such application, during 
which period any proper party in inter¬ 
est may file an appropriate petition to 
reopen or for other appropriate relief 
setting forth in detail the precise manner 
in which it has been so prejudiced. 

No. MC 109637 (Sub-No. 323) (Repub¬ 
lication), filed July 31, 1967, published 
Federal Register issue of August 17, 
1967, and republished this issue. Appli¬ 
cant: SOUTHERN TANK LINES, INC., 
4107 Bells Lane, Louisville, Ky. 40211. 
Applicant’s representative: G. R. Thim 
(same address as applicant). By appli¬ 
cation filed July 31, 1967, as amended, 
applicant seeks a certificate of public 
convenience and necessity authorizing 
operation, in interstate or foreign com¬ 
merce, as a common carrier by motor 
vehicle, over irregular routes transport¬ 
ing calcium carbide, in bulk, in specially 
equipped container trailers, and in bulk, 
in tank or covered hopper vehicles, from 
the plantsites of National Carbide Divi¬ 
sion of Air Reduction Co., Inc., at Louis¬ 
ville, and Calvert City, Ky., to points in 
Alabama, Arkansas, Georgia, Illinois, 
Indiana, Iowa, Michigan, Mississippi, 
Missouri, North Carolina, Ohio, Pennsyl¬ 
vania, South Carolina, Tennessee, Vir- 
gina, and West Virginia. An order of the 
Commission, Operating Rights Board, 
dated February 29. 1968, and served 
March 14, 1968, finds that the present 
and future public convenience and neces¬ 
sity require operation by applicant, in 
interstate or foreign commerce, as a 
common carrier by motor vehicle, over 
irregular routes, transporting calcium 
carbide, in bulk, from the plantsite of 
National Carbide Division of Air Reduc¬ 
tion Co., Inc., at Louisville and Calvert 
City, Ky., to points in Alabama, Arkan¬ 
sas, Georgia, Illinois, Indiana, Michigan, 
Mississippi, North Carolina, Ohio, Penn¬ 
sylvania, South Carolina, Tennessee, 
Virginia, and West Virginia, that appli¬ 
cant is fit, willing, and able properly to 
perform such service and to conform to 
the requirements of the Interstate Com¬ 
merce Act and the Commission’s rules 
and regulations thereunder. Because it is 
possible that other parties who have re¬ 
lied upon the notice of the application 
as published, may have an interest in 


and would be prejudiced by the lack of 
proper notice of the authority described 
in the findings in this order, a notice of 
the authority actually granted will be 
published in the Federal Register and 
issuance of a certificate in this proceed¬ 
ing will be withheld for a period of 30 
days from the date of such publication, 
during which period any proper party in 
interest may file a petition to reopen or 
for other appropriate relief setting forth 
in detail the precise manner in which 
it has been so prejudiced. 

No. MC 116077 (Sub-No. 225) (Repub¬ 
lication), filed November 24, 1967, pub¬ 
lished Federal Register issue Decem¬ 
ber 14 1967, and republished this issue. 
Applicant: ROBERTSON TANK LINES, 
INC., 5700 Polk Avenue. Post Office Box 
1505, Houston, Tex. 77001. Applicant’s 
representative: Thomas E. James, The 
904 Lavaca Building. Austin, Tex. 78701. 
By application filed November 24. 1967, 
applicant seeks a certificate of public 
convenience and necessity authorizing 
operation, in interstate or foreign com¬ 
merce, as a common carrier by motor ve¬ 
hicle, over irregular routes, transporting 
petroleum grease, in bulk, in thermostati¬ 
cally controlled heater tank vehicles, 
from and to the points indicated below. 
An order of the Commission, Operating 
Rights Board, dated March 22, 1968, and 
served April 10, 1968, finds that the 
present and future public convenience 
and necessity require operation by appli¬ 
cant, in interstate or foreign commerce, 
as a common carrier by motor vehicle, 
over irregular routes, of vctroleum lubri¬ 
cating grease . in bulk, in tank vehicles, 
from Port Arthur, Tex., to Cleveland, 
Ohio, and Coraopolis, Pa.; that applicant 
is fit, willing, and able properly to per¬ 
form such service and to conform to the 
requirements of the Interstate Com¬ 
merce Act and the Commission’s rules 
and regulations thereunder. Because it is 
possible that other persons, who have re¬ 
lied upon the notice of the application 
as published, may have an interest in and 
would be prejudiced by the lack of proper 
notice of the authority described in the 
findings in this order, a notice of the 
authority actually granted will be pub¬ 
lished in the Federal Register and is¬ 
suance of a certificate in this proceeding 
will be withheld for a period of 30 days 
from the date of such publication, during 
which period any proper party in interest 
may file a petition to reopen or for other 
approriate relief setting forth in detail 
the precise manner in which it has been 
so prejudiced. 

No. MC 125777 (Sub-No. 117) (Repub¬ 
lication), filed August 27, 1967, published 
Federal Register issue of September 21, 
1967, and republished this issue. Appli¬ 
cant: JACK GRAY TRANSPORT, INC.. 
3200 Gibson Transfer Road, Hammond, 
Ind. 46323. Applicant’s representative: 
Carl L. Steiner, 39 South La Salle Street, 
Chicago, Ill. 60603. By application filed 
August 27, 1967, as amended, applicant 
seeks a certificate of public convenience 
and necessity authorizing operation in 
interstate or foreign commerce as a com¬ 
mon carrier, by motor vehicle, over ir¬ 
regular routes, (1) crushed gravel, 
crushed marble, crushed granite and 
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cmshed stone, in bulk, in dump or hop¬ 
per vehicles, from points in Illinois, Wis¬ 
consin, Indiana (except Greencastle), 
Kentucky (except Livingston and Cald¬ 
well Counties), Tennessee (except 
Wayne and Hardin Counties), Alabama 
(except Waterloo and points within 10 
miles thereof), Louisiana, Mississippi, 
Florida, North Carolina, South Carolina, 
Georgia, Ohio, Virginia, and West Vir¬ 
ginia. to points in Champaign County, 
Ill., and (2) crushed gravel, in bulk, in 
dump or hopper vehicles, from points in 
Champaign County, HL, to points in Ar¬ 
kansas, Iowa, Missouri, Wisconsin, Indi¬ 
ana, Kentucky. Tennessee, Alabama, 
Louisiana, Mississippi, Florida, North 
Carolina, South Carolina, Georgia, Ohio, 
Virginia, and West Virginia. A report and 
order of the Commission, Division 1, 
served March 13, 1968. finds that the 
present and future public convenience 
and necessity require operation by 
applicant, in interstate or foreign com¬ 
merce, as a common carrier by motor ve¬ 
hicle, over irregular routes. 

(1) Gravel , marble, granite and stone, 
crushed, in bulk, in dump or hopper 
vehicles, from points in Alabama (except 
Lauderdale County), Florida, Georgia, 
Illinois, Indiana, Kentucky (except 
Livingston and Caldwell Counties), 
Louisiana, Mississippi, North Carolina, 
Ohio, South Carolina, Tennessee (except 
Wayne and Hardin Counties), Virginia, 
West Virginia, and Wisconsin, to points 
in Champaign County, Ill., and (2) 
gravel, marble , granite and stone, 
crushed, in bulk, in dump or hopper 
vehicles, from points in Champaign 
County, HI., to points in Alabama, 
Arkansas, Florida, Georgia, Indiana, 
Iowa, Kentucky, Louisiana, Mississippi, 
Missouri, North Carolina, Ohio, South 
Carolina, Tennessee, Virginia, West 
Virginia, and Wisconsin; that applicant 
is fit, willing, and able properly to 
perform such service and to conform 
to the requirements of the Interstate 
Commerce Act and the Commission’s 
rules and regulations thereunder; 
because it is possible that other parties 
who have relied upon the notice of the 
application as published, may have an 
interest in and would be prejudiced by 
the lack of proper notice of the authority 
described in the findings in this order, a 
notice of the authority actually granted 
will be published in the Federal Register 
and issuance of a certificate in this pro¬ 
ceeding will be withheld for a period of 
30 days from the date of such publica¬ 
tion, during which period any proper 
Party in interest may file a petition to 
reopen or for other appropriate relief 
setting forth in detail the precise manner 
m which it has been so prejudiced. 

No. MC 128254 (Sub-No. 2) (Republi¬ 
cation), filed April 5, 1967, published 
federal Register Issues of April 20, 1967, 
and August 17,1967, and republished this 
Sv ^ ppUcan t: THEODORE SAVAGE. 
™ arren Lane, Huntington Beach, 
A PP lic ant’s representative: 

D - Salm, 3846 Evans Street, Los 
Angeies CaUf. 90027. By application filed 
n , 1967, as amended, applicant seeks 
a ^nmt authorizing operations, in inter- 
* c e or foreign commerce, as a contract 


carrier by motor vehicle, over irregular 
routes of general commodities, limited 
to traffic having a prior or subsequent 
movement by air, between the terminal 
of WTC Air Freight located in Los 
Angeles, Calif., on the one hand, and, 
on the other, points in Orange County, 
Calif., located south of a line running 
east and west through El Toro and New¬ 
port Beach (including service at El Toro, 
and restricted against service at Newport 
Beach). and points in San Diego County, 
Calif., under a continuing contract with 
WTC Air Freight of Los Angeles, Calif. 
A report of the Commission, Review 
Board Number 4. decided April 3, 1968, 
and served April 12. 1968, finds that 
operation by applicant, in interstate or 
foreign commerce, as a contract carrier 
by motor vehicle, over irregular routes, 
of general commodities, except those of 
unusual value, classes A and B explosives, 
household goods as defined by the Com¬ 
mission, commodities in bulk, and those 
requiring special equipment, between the 
terminal of WTC Air Freight located 
at Los Angeles, Calif., on the one hand, 
and, on the other, points in San Diego 
County, Calif., and points in Orange 
County, Calif., located south and east 
of a line extending east and north from 
Newport Beach over California Highway 
55 to junction California Highway 91, 
thence east over California Highway 91 
to Orange County-Riverside County, 
Calif., line (restricted against service at 
Newport Beach), limited to traffic having 
a prior or subsequent movement by air, 
and limited to service to be performed 
under a continuing contract with WTC 
Air Freight of Los Angeles, will be con¬ 
sistent with the public interest and the 
national transportation policy; that 
applicant is fit, willing, and able 
properly to perform such service and to 
conform to the requirements of the 
Interstate Commerce Act and the Com¬ 
mission’s rules and regulations there¬ 
under. Because it is possible that other 
persons who have relied upon the notice 
of the application as published, may 
have an interest in and would be 
prejudiced by the lack of proper notice 
of the authority described in the findings 
in this order, a notice of the authority 
actually granted will be published in the 
Federal Register and issuance of a 
permit in this proceeding will be with¬ 
held for a period of 30 days from the 
date of such publication, during which 
period any proper party in interest may 
file a petition to reopen or for other 
appropriate relief setting forth in detail 
the precise manner in which it has been 
so prejudiced. 

Applications for Certificates or Per¬ 
mits Which is to be Processed Con¬ 
currently With Applications Under 
Section 5 Governed by Special Rule 
1.240 to the Extent Applicable 

No. MC 41255 (Sub-No. 69) (Republi¬ 
cation) , filed February 26,1968, published 
in Federal Register issue of March 4, 
1968, and republished this issue. Appli¬ 
cant: GLOSSON MOTOR LINES, INC., 
Route 9, Box 11A Hargrave Road, Lex¬ 
ington, N.C. 27292. Applicant’s repre¬ 
sentative: Harold G. Henrly, 711 14th 


Street NW., Washington, D.C. 20005 Au¬ 
thority sought to operate as a common 
carrier, by motor vehicle, over irregular 
routes, transporting: General commodi¬ 
ties (except those of unusual value, and 
except explosives, household goods as de¬ 
fined by the Commission, commodities in 
bulk, and commodities requiring special 
equipment), between points in that part 
of North Carolina on and east of a line 
beginning at the North Carolina-South 
Carolina State line and extending along 
U.S. Highway 321 to the junction of 
North Carolina Highway 127 at Hickory. 
N.C., thence along North Carolina High¬ 
way 127 to the junction of North Carolina 
Highway 90. thence along North Caro¬ 
lina Highway 90 to the junction of North 
Carolina Highway 16 at Taylorsville, N.C., 
thence along North Carolina Highway 
16 to the junction of North Carolina 
Highway 18 at Moravian Falls, thence 
along North Carolina Highway 18 to the 
North Carolina-Virginia State line (ex¬ 
cept points in Camden, Currituck, Dare, 
and Hyde Counties, N.C.). Note: Appli¬ 
cant states it would tack the authority 
sought with numerous special commodity 
authority authorized to it in North Caro¬ 
lina for northbound movements, as well 
as points in its general commodities 
southbound embracing points on and 
west of a line beginning at the Virginia- 
North Carolina State line and extending 
over U.S. Highway 1 through Sanford, 
N.C., thence over U.S. Highway 15 to 
Carthage, N.C., thence over North Caro¬ 
line Highway 27 to Charlotte, and U.S. 
Highway 74 to Gastonia, N.C., all within 
the nonradial area sought in this applica¬ 
tion. Applicant states no duplicating au¬ 
thority is being sought. Common control 
may be involved. This application is a 
matter directly related in Docket No. 
MC-F-10054, published Federal Regis¬ 
ter issue of March 6, 1968. The purpose 
of this republication is to show this 
application directly related to MC-F- 
10054, inadvertently omitted. If a hearing 
is deemed necessary, applicant requests 
it be held at Greensboro or Charlotte, 
N.C. 

Applications Under Sections 
5 and 210a(b) 

The following applications are gov¬ 
erned by the Interstate Commerce Com¬ 
mission’s special rules governing notice 
of filing of applications by motor carriers 
of property or passengers under sections 
5(a) and 210a(b) of the Interstate Com¬ 
merce Act and certain other proceedings 
with respect thereto. (49 CFR 1.240). 

MOTOR CARRIERS OF PROPERTY 

No. MC-F-10095. Authority sought for 
purchase by BEKINS VAN LINES OF 
CALIFORNIA, INC. (which is a veholly 
owned subsidiary of BEKINS VAN & 
STORAGE CO.), 1335 South Figueroa 
Street, Los Angeles, Calif., of the operat¬ 
ing rights and property of BEKINS 
VAN & STORAGE CO. (California, 
Corp.), 1335 South Figueroa Street, Los 
Angeles, Calif. Applicants’ attorneys and 
representative: Vernon Baker, Irving 
Raley, both of 1411 K Street NW., Wash¬ 
ington, D.C., Eldon R. Clawson, and Nor¬ 
man S. Marshall, both also of Los 
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Angeles, Calif. 90015. Operating rights 
sought to be transferred: General com¬ 
modities, except those of unusual value, 
Class A and B explosives, livestock, petro¬ 
leum products in tank trucks, household 
goods as defined by the Commission, 
commodities in bulk, and those requiring 
special equipment, as a common carrier, 
over irregular routes, between points in 
the Los Angeles Harbor commercial zone 
and points in the Los Angeles, Calif., 
commercial zone as defined by the Com¬ 
mission; household goods as defined by 
the Commission, between points in Cali¬ 
fornia; and cereal, from points in Fresno 
County, Calif., to Fresno, Calif.; and 
household goods as defined in Practices 
of Motor Common Carriers of Household 
Goods, 17 M.C.C. 467, and theatrical and 
motion picture equipment, as a broker, 
between points in the United States; 
household goods as defined in Practices 
of Motor Common Carriers of Household 
Goods, 17 M.C.C. 467, between all points 
in the United States; and household 
goods, as defined by the Commission, be¬ 
tween points in the United States, includ¬ 
ing Alaska and Hawaii. Vendee is author¬ 
ized to operate as a common carrier in 
California. Application has not been filed 
for temporary authority under section 
210a(b). 

No. MC-F-10096. Authority sought for 
purchase by MILLER BROS., INC., 306 
North Eighth Avenue, Post Office Box 
1228, Greeley. Colo. 80631, of the operat¬ 
ing rights and property of CLARENCE 
SHAW, doing business as SARATOGA 
TRUCK LINE, Saratoga, Wyo. Appli¬ 
cants’ attorney: John R. Barry, 1700 
Broadway, Suite 2108, Denver, Colo. 
80202. Operating rights sought to be 
transferred: General commodities , ex¬ 
cepting, among others, household goods 
and commodities in bulk, as a common 
carrier , over regular routes, between 
Laramie, Wyo., and Saratoga, Wyo., serv¬ 
ing no intermediate points; general com¬ 
modities, except those of unusual value, 
and except household goods (when trans¬ 
ported as a separate and distinct service 
in connection with so-called “household 
movings”), commodities in bulk, com¬ 
modities requiring special equipment, and 
those injurious or contaminating to 
other lading, between Denver, Colo., and 
Encampment, Wyo., serving certain in¬ 
termediate and off-route points, and 
points in Wyoming within 40 miles of the 
above-specified route for the pickup of 
livestock only; general commodities, ex¬ 
cept those requiring special equipment, 
and except articles having a maximum 
weight in excess of 2,000 pounds, over 
irregular routes, between points situated 
on the rail line of the Union Pacific Rail¬ 
road Co. between Rock River, Wyo., and 
Bitter Creek, Wyo., inclusive, on the one 
hand, and, on the other, points in Carbon 
County, Wyo., those in Sweetwater 
County. Wyo., east of a line drawn north 
and south through Bitter Creek, and 
those in Albany County. Wyo., west of a 
line drawn north and south through Rock 
River; emigrant movables and livestock, 
including livestock valuable for breeding, 
racing, show purposes, or other special 
uses, between certain specified points in 
Wyoming, on the one hand, and, on the 


other, points in Colorado; and livestock 
chiefly valuable for breeding, racing, 
show purposes, or other special uses, be¬ 
tween certain specified points in Wyo¬ 
ming, on the one hand, and, on the other, 
Ogden, Utah. Vendee is authorized to 
operate as a common carrier in intra¬ 
state within the State of Colorado. Appli¬ 
cation has not been filed for temporary 
authority under section 210a(b). 

No. MC-F-10097. Authority sought for 
purchase by W. J. DIGBY, INC., 1960 
31st Street, Denver, Colo. 80217, of the 
operating rights and property of W. J. 
DIGBY, INC., OF IOWA, 1881 West 2100 
South Street, Salt Lake City, Utah 84119, 
and for acquisition by JAMES F. DIGBY, 
also of Denver. Colo., of control of such 
rights and property through the pur¬ 
chase. Applicants’ attorney: Donald E. 
Leonard, Box 2028, 605 South 14th, Lin¬ 
coln, Nebr. Operating rights sought to be 
transferred: Meats, packinghouse prod¬ 
ucts, and commodities used by packing¬ 
houses, as described in appendix I to the 
report in Descriptions in Motor Carrier 
Certificates, 61 M.C.C. 209 and 766, as a 
common carrier, over irregular routes, 
from Dubuque, Iowa, to Butte and Bill¬ 
ings, Mont.; meats, packinghouse prod¬ 
ucts, and commodities used by 
packinghouses, as described in appendix 
I to the report in Descriptions in Motor 
Carrier Certificates, 61 M.C.C. 209 and 
766, except commodities in bulk, in tank 
vehicles, from Dubuque, Iowa, to certain 
specified points in California, and Seattle 
and Spokane, Wash., Portland, Oreg., 
Boise, Idaho, and Salt Lake City, Utah, 
with restrictions; meats, meat products 
and meat byproducts, as described in 
section A of appendix I to the report in 
Descriptions in Motor Carrier Certifi¬ 
cates, 61 M.C.C. 209 and 766, from Madi¬ 
son, Wis., to certain specified points in 
California, and Seattle, Wash., from 
Spencer, Iowa, to Chicago. HI., and 
Omaha, Nebr.; meats, meat products and 
meat byproducts, as described in section 
A of appendix I to the report in Descrip¬ 
tions in Motor Carrier Certificates, 61 
M.C.C. 209 and 766, except commodities 
in bulk, ip tank vehicles, from East St. 
Louis, Ill., and certain specified points 
in Iowa, to certain specified points in 
California, and Seattle, Wash. 

Meats, meat products, and commodi¬ 
ties used by packinghouses, as described 
in appendix I to the report in Descrip¬ 
tions in Motor Carrier Certificates, 61 
M.C.C. 209, from Fort Dodge, Iowa, to 
Austin, Minn.; meats, meat products, and 
meat byproducts, and articles distributed 
by meat packinghouses, as described in 
sections A and C of appendix I to the 
report in Descriptions in Motor Carrier 
Certificates, 61 M.C.C. 209 and 766 (ex¬ 
cept hides, and commodities in bulk, in 
tank vehicles), from the plantsite of 
Armour and Co. f near Worthington, 
Minn., to points in Arizona, California, 
Colorado, Idaho, Montana, Nevada, New 
Mexico, Oregon, Utah, Washington, and 
Wyoming, from the plantsite and storage 
facilities utilized by Wilson & Co.. Inc., 
at or near Cherokee, Iowa, to points in 
Arizona, California, Idaho, Montana, 
Nevada, Oregon, Utah, Washington, and 
Wyoming, with restrictions; frozen 


foods, in vehicles equipped with mechan¬ 
ical refrigeration, from certain specified 
points in Oregon, Prosser, Wash., and 
Sacramento and Watsonville, Calif., to 
certain specified points in Tennessee, 
with exception; frozen grape juice con¬ 
centrate, frozen grape juice preserves, 
fruit and vegetable juices, jams, jellies, 
and preserves, in vehicles, equipped with 
mechanical refrigeration, from certain 
specified points in Washington, to points 
in Alabama and Tennessee; frozen 
fruits, frozen vegetables, and frozen 
fruit and vegetable juices, in vehicles 
equipped with mechanical refrigeration, 
from certain specified points in Cali¬ 
fornia, Oregon, and Seattle, Wash., to 
points in Alabama and Tennessee, with 
exception; frozen vegetables, frozen 
fruits, and frozen berries, from certain 
specified points in Washington, to Kan¬ 
sas City, Kans., Kansas City, Mo., York- 
town, Ind., Omaha, Nebr., and Des 
Moines, Iowa. 

Frozen vegetables and frozen berries, 
from certain specified points in Wash¬ 
ington, to Chicago, HI., Detroit, Mich., 
and St. Louis, Mo.; frozen berries, from 
certain specified points in Washington, 
to Milwaukee, Wis.; frozen vegetables, 
from Modesto, Calif., to Detroit, Mich.; 
frozen potatoes and frozen potato prod¬ 
ucts, from certain specified points in 
Minnesota, Fargo, N. Dak., and Sioux 
City. Iowa, to points in Arizona. Cali¬ 
fornia, New Mexico, Oregon, and Wash¬ 
ington; fresh lamb carcasses, suspended 
or in racks, from Nampa, Idaho, Dixon, 
Calif., Portland, Oreg., and Spokane and 
Seattle, Wash., to Washington, D.C., 
Philadelphia, Pa., Albany and New York, 
N.Y., Boston, Mass., Waterbury, Conn., 
and Providence, RX; shipper-owned 
hooks and racks, from the above-speci¬ 
fied destination points to Nampa, Idaho, 
Dixon, Calif., Portland. Oreg., and Spo¬ 
kane and Seattle, Wash.; and those 
sought to be acquired in MC-F-9934, 
W. J. DIGBY, INC., OF IOWA—CON¬ 
TROL & MERGER—BONANZA. INC., 
published in Federal Register Novem¬ 
ber 15,1967, on page 15736. Vendee is au¬ 
thorized to operate as a common carrier 
in Colorado, Arizona. California, New 
Mexico, Idaho, Nebraska, Illinois, Iowa, 
Kansas, Minnesota, Missouri, North 
Dakota. South Dakota, Wisconsin, Utah, 
Montana, Nevada, Oregon, Washington, 
Texas, Pennsylvania, New Jersey, New 
York, Massachusetts, North Carolina, 
Alabama, Georgia, South Carolina, 
Wyoming, Maryland, Michigan, Ohio, 
Louisiana, Oklahoma, Indiana, and the 
District of Columbia. Application has 
been filed for temporary authority under 
section 210a(b). 

No. MC-F-10098. Authority sought for 
control by NORTH PENN TRANSFER. 
INC., Box 230, Landsdale. Pa. 19446, of 
FILLIUS X-PRESS SERVICE, Post Of¬ 
fice Box 407, Mount Holly. N.J. 08060, 
and for acquisition by ARTHUR N. 
ANDERS, EMMA L. ANDERS, both of 
701 Perkiomen Avenue, Lansdale, Pa., 
and WILLARD D. BERGEY, 28 Morning- 
side Drive, Lansdale, Pa., of control of 
FILLIUS X-PRESS SERVICE, through 
the acquisition by NORTH PENN 
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TRANSFER, INC. Applicants’ represent¬ 
ative: John W. Frame, 2207 Old Gettys¬ 
burg Road, Box 626, Camp Hill, Pa. 17011. 
Operating rights sought to be controlled: 
General commodities, excepting, among 
others, household goods and commodities 
in bulk, as a common carrier, over regu¬ 
lar routes, between Philadelphia, Pa., and 
Bordentown, N.J., serving all interme¬ 
diate points; general commodities, ex¬ 
cept those of unusual value, classes A and 
B explosives, household goods as defined 
by the Commission, liquor, commodities 
in bulk, commodities requiring special 
equipment, and those injurious or con¬ 
taminating to other lading, between 
Wrightstown, N.J., and Philadelphia, Pa., 
serving all intermediate points, and cer¬ 
tain off-route points; general commodi¬ 
ties, excepting, among others, household 
goods and commodities in bulk, over ir¬ 
regular routes, between Philadelphia, Pa., 
on the one hand, and, on the other, cer¬ 
tain specified points in New Jersey; and 
household goods, between Mount Holly, 
N.J., on the one hand, and, on the other, 
points in Delaware, Maryland, and cer¬ 
tain specified points in Pennsylvania. 
NORTH PENN TRANSFER, INC., is au¬ 
thorized to operate as a common carrier 
in Pennsylvania, Delaware, Maryland, 
New York, New Jersey, Massachusetts, 
Rhode Island, Connecticut, Virginia, 
North Carolina, Ohio, and the District of 
Columbia. Application has been filed for 
temporary authority under section 
210a(b). 


No. MC-F-10099. Authority sought for 
purchase by BERGER TRANSFER & 
STORAGE, INC., 3720 Macalaster Drive 
NE., Minneapolis, Minn. 55421, of the 
operating rights of THOMAS & FOY, 
INC., 10 North Spring Avenue, La 
Grange, Ill. 60525. and for acquisition by 
ROBERT D. DIRCKS. 2712 St. Anthony 
Boulevard. Minneapolis, Minn., of con¬ 
trol of such rights through the purchase. 
Applicants’ attorney and representative: 
Louis E. Siciliano. 256 West 111th Street, 
Chicago, HI. 60628, and John R. Fielding, 
Suite 1248, 10 South La Salle Street, Chi¬ 
cago, Ill. 60603. Operating rights sought 
to be transferred: Iiotisehold goods as 
defined by the Commission, as a common 
carrier, over irregular routes, between 
points in Cook and Lake Counties. HI., 
on the one hand, and, on the other, 
points in Hlinois, Indiana, Iowa, Ken¬ 
tucky, Massachusetts, Michigan, Minne¬ 
sota. Missouri, New York. Ohio. Penn¬ 
sylvania. West Virginia, and Wisconsin. 
Vendee is authorized to operate as a 
comnion carrier in all points in the 
~ n *ted States. Application has not been 
filed for temporary authority under 
section 210a fb). 


No. MC-F-10100. Authority sought for 
merger into ASHWORTH TRANSFER, 
1526 South 6th West Street, Salt 
Lake City, Utah 84104, of the operating 
ngnts and property of HAWKES 
TRANSPORTATION CO., INC., 1526 
6th West Street. Salt Lake City, 
ot^UI 4104, and for acquisition by R. 

ASHWORTH, JR., and R. GLEN 
ASHWORTH, both also of Salt Lake 
. ah * °* control of such rights and 
P operty through the transaction. Ap¬ 
plicants attorney: Keith E. Taylor, 520 


Kearns Building, Salt Lake City, Utah 
84101. Operating rights sought to be 
merged: Commodities the transportation 
of which, because of size or weight, re¬ 
quires the use of special equipment, as a 
common carrier, over irregular routes, 
from Boise. Idaho, to points in Wash¬ 
ington; classes A and B explosives, from 
the plantsite of E. I. du Pont de Nemours 
& Co. at or near Du Pont, Wash., to cer¬ 
tain specified points in Oregon, with 
restriction, between points in Idaho, on 
the one hand, and, on the other, points 
in Washington; building materials, from 
Boise, Idaho, to points in Montana, from 
Great Falls and Black Eagle. Mont., and 
Vancouver, Wash., to points in Idaho; 
and heavy machinery, from Boise, Idaho, 
to points in Washington. ASHWORTH 
TRANSFER, INC., is authorized to op¬ 
erate as a common carrier in Utah, Ne¬ 
vada, Wyoming, Idaho, Montana, Ari¬ 
zona. Colorado, New Mexico, Oregon, 
California, Nebraska, Kansas, Missouri, 
Iowa, South Dakota, and Washington. 
Application has not been filed for tem¬ 
porary authority under section 210a(b). 
Note: ASHWORTH TRANSFER, INC., 
controls HAWKES TRANSPORTATION 
CO., INC., through ownership of capital 
stock, pursuant to authority granted in 
MC-F-7033, by report and order of the 
Commission on reconsideration, dated 
November 15, 1961, and consummated 
January 15, 1962. 

By the Commission. 

[seal] H. Neil Garson, 

Secretary. 

[F.R. Doc. 68-4878; Piled, Apr. 23, 1968; 

8:48 a.m.J 

[Notice 127] 

MOTOR CARRIER TRANSFER 
PROCEEDINGS 

April 19, 1968. 

Synopses of orders entered pursuant 
to section 212(b) of the Interstate Com¬ 
merce Act, and rules and regulations 
prescribed thereunder (49 CFR Part 
1132), appear below: 

As provided in the Commission’s spe¬ 
cial rules of practice any interested per¬ 
son may file a petition seeking reconsid¬ 
eration of the following numbered pro¬ 
ceedings within 20 days from the date 
of publication of this notice. Pursuant to 
section 17(8) of the Interstate Com¬ 
merce Act, the filing of such a petition 
will postpone the effective date of the 
order in that proceeding pending its dis¬ 
position. The matters relied upon by pe¬ 
titioners must be specified in their peti¬ 
tions with particularity. 

No. MC-FC-70125. By order of April 
28, 1968, the Transfer Board approved 
the transfer to Diamond Express, Inc., 
Baltimore, Md., of the certificate in Nos. 
MC-117668 and MC-117668 <Sub-No. 1), 
issued July 26, 1963, and February 16, 
1967, respectively, to Star Transport Co., 
a corporation, authorizing the transpor¬ 
tation of general commodities, between 
points in Cumberland and Salem Coun¬ 
ties, N.J., on the one hand, and, on the 
other, Providence, R.I., Corning, N.Y., 
and points as specified in Pennsylvania, 


Massachusetts, and Connecticut; be¬ 
tween points in New Jersey on the one 
hand, and, on the other. Baltimore, Md.; 
between points in the Philadelphia com¬ 
mercial zone, and wool, wool waste, and 
wool tops and noils, from points in Mas¬ 
sachusetts, as specified, to Baltimore, Md. 

M. Bruce Morgan, 201 Azar Building, 
Glen Bumie, Md. 21061, attorney for 
applicants. 

No. MC-FC-70337. By order of March 
29, 1968, the Transfer Board approved 
the transfer to Ponca City Express, Inc., 
Oklahoma City, Okla., of certificate of 
registration No. MC-98742 (Sub-No. 9) 
issued September 22, 1967, to the Rocket 
Freight Lines Co., a corporation, Tulsa, 
Okla., evidencing a right to engage in 
Interstate or foreign commerce, in the 
transportation of general freight, be¬ 
tween points in Oklahoma. Charles D. 
Dudley, 419 Northwest Sixth Street, 
Oklahoma City, Okla. 73102, attorney 
for applicants. 

No. MC-FC-70357. By order of April 12, 
1968, the Transfer Board approved the 
transfer to John Winkler’s Sons, Inc., 
Far Rockaway, N.Y., of the operating 
rights in certificate No. MC-21314 issued 
October 31, 1944, to Stanley Rosenthal, 
doing business as Brighton Moving & 
Storage Co., Brooklyn, N.Y., authorizing 
the transportation of household goods 
between New York, N.Y., on the one hand, 
and, on the other, points in New York. 
Connecticut, New Jersey, and Pennsyl¬ 
vania. Alvin Altman, 1776 Broadway, 
New York, N.Y. 10019, attorney for 
applicants. 

No. MC-FC-70358. By order of April 
15, 1968, the Transfer Board approved 
the transfer to John Winkler’s Sons, Inc., 
Far Rockaway, N.Y., of that portion of 
the operating rights in corrected certifi¬ 
cate No. MC-77064 issued April 2, 1968, 
to Leichtman Bros., Inc., Bronx, N.Y., 
authorizing the transportation of house¬ 
hold goods between points in Suffolk and 
Nassau Counties, N.Y., except those in 
Nassau County within the New York, 

N. Y., commercial zone, on the one hand, 
and, on the other, points in New Jersey, 
Connecticut, Massachusetts, Rhode Is¬ 
land, Pennsylvania, and New York, ex¬ 
cept points in New York, N.Y. Frank A. 
Rossini, 39-15 Main Street, Flushing. 
N.Y. 11354, attorney for transferor. Alvin 
Altman, 1776 Broadway, New York, N.Y. 
10019, attorney for transferee. 

No. MC-FC-70260. By order of April 
15, 1968, the Transfer Board approved 
the transfer to William H. Hatfield, Jr., 
doing business as Hatfield’s Auto Service, 
Muscatine, Iowa, of certificate No. MC- 
100367, issued October 23, 1967, to Wil¬ 
liam H. Hatfield, Jr., and Robert Hatfield, 
a partnership, doing business as Hat¬ 
field’s Auto Service, Muscatine, Iowa, au¬ 
thorizing the transportation of disabled 
motor vehicles, in towaway service, from 
points in Hlinois, to Muscatine, Iowa. 
Garry D. Woodward, 1 12 V 2 East Second 
Street, Muscatine, Iowa 52761, attorney 
for applicants. 

[seal] H. Neil Garson, 

Secretary . 

[F.R. Doc. 68-4879; FUed, Apr. 23, 1968; 

8:48 a.m.] 
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